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service. Far and wide, batteries not 
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being replated with Alton plates. 


LONDON OFFICE; DONINGTON HOUSE, NORFOLK STREET, STRAND. W.C.2 
Telephone: TEMPLE BAR 9265-6 Telegrams: BATTERICOL, ESTRAND. LONDON 































1922 # 


40 YEARS 

SOUND ENGINEERING DEVELOPMENT 
AND WORLD WIDE OPERATING EXPERIENCE 






















ARGENTINA • AUSTRIA • AUSTRALIA • BELGIUM . BOLIVIA • BRAZIL • BRITISH NORTH BORNEO 


BRITISH WEST INDIES 
















































































































) 


CANADA • CEYLON • CHILI • CHINA • COLUMBIA • CUBA • CZECHOSLOVAKIA • DANZIG • DOMINICAN REPUBLIC • EGYPT 













































































atm 


FEDERATED MALAY STATES • FINLAND • FRANCE 


GERMANY 


• GIBRALTAR * GREAT BRITAIN • GREECE • GUATEMALA • HAITI 




















































HAWAIIAN ISLANDS • HOLLAND • HONG KONG • HUNGARY • INDIA • IRAQ • IRISH FREE STATE • ITALY • JAPAN • JUGO SLAVIA • LATVIA 


























































































LITHUANIA • LUXEMBOURG • MALTA • MANCHURIA • MAURITIUS • MEXICO • MOROCCO • NEWFOUNDLAND • NEW ZEALAND 






























































































NORWAY * NOVA SCOTIA • PALESTINE * PANAMA • PARAGUAY * PHILIPPINE ISLANDS • POLAND • FORTUGAL • RHODESIA 







































































RUSSIA • SOUTH AFRICA • SPAIN • STRAITS SETTLEMENTS • SWITZERLAND TANGANYIKA • TUNIS • U.S.A. • URUGUAY • VENEZUELA 


■TP 1 HROUGH 40 years of Strowger Automatic Telephony—the 
" pioneer system—Automatic Electric Co. Ltd., its predecessors 
and associates have continuously developed and adapted the 
fundamental invention. To-day 75% of the world’s automatic 
telephones are Strowger. 

Although great advance is evident in design, the basic switching 
principle remains identical with that adopted in early days. 
Strowger Automatic Telephony in its latest form—the Line Finder 
System—secures the utmost saving in apparatus and floor space 
consistent with highest-grade service and economical maintenance. 
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Telephone : Old Swan 830. Telegrams : “ Strowger,” Liverpool. 

MELBOURNE HOUSE, ALDWYCH, LONDON, W.C.2. 
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BYPATH AUTOMATIC SYSTEM 

This new automatic telephone system has been designed to cater for 
all modern requirements. It offers definite economies in initial 
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charges. 
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switch throughout. 
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Teleprinter Private Wires on By-Product Circuits 

R. G. De Wardt, A.M.I.E.E., M.I.Rad. E. 


S INCE 1927, the majority of main telephone 
cables laid in this country have their con¬ 
ductors arranged on the star quad principle. 
In this type of cable, derived phantom circuits 
are unsuitable for telephone circuits but can be 
utilized for telegraph circuits. 

The majority of cables laid prior to this date were 
of the multiple twin type and were, in most cases, 
balanced and loaded so that the derived phantom 
circuits were suitable for telephone circuits. Tele¬ 
graph circuits can, however, be superposed on the 
phantom circuits in these cables. 

It will therefore be seen that in consequence of 
the large trunk telephone development in the 
country, a considerable number of telegraph circuits 
in excess of the number required for the public 
telegraph service have become available. This fact, 
conjointly with the introduction of the page printing 
teleprinter in commercial production, led to the 
decision to offer telegraph private wire circuits to 
renters at attractive tariffs. 

The types of service now offered by the Depart¬ 
ment using these phantoms or “ by-product ” 
circuits are as follows :— 

1. Tariff A. A simplex teleprinter service 
between renters’ offices using Teleprinters 7A 
provided and maintained by the Department. 
2. Tariff B. A duplex telegraph circuit having 
an equivalent line speed of 40 cycles per 
second on which the Renter can provide his 
own instruments or utilize teleprinters pro¬ 
vided and maintained by the Department. 

The by-product circuits provided for either of 
these tariffs are derived from loaded side circuits 
in the case of star quad cables and from loaded 
phantoms in multiple twin cables. In most cases, 
there are one or more telephone repeaters in the 
telephone circuits en route and, in order that satis¬ 
factory working of both the telephone and super¬ 


posed telegraph may be practicable, the telegraph 
circuit arrangements have to meet the following 
conditions :— 

(a) The circuit must.be capable of operation with 

small line voltages and currents in order to 
reduce interference with telephone circuits 
to a minimum. The limits were fixed at 
40 volts and 10 milliamperes respectively. 

( b) Currents of telephone frequency must be 
filtered from the telegraph signal. 

(c) The circuit must not cause inductive inter¬ 

ference with other telegraph circuits. 

These limitations, combined with the fact that 
the by-product circuits have a high K.R. and also 
that it was desired to restrict the apparatus at the 
renters’ offices to a minimum in order to simplify 
maintenance and to utilize the local telephone net¬ 
work for the connexions from renters to the by¬ 
product cable ends, set a very difficult problem in 
the design of the circuit arrangements. 

The circuit finally adopted which is applicable 
with slight modifications to either Tariff A or B 
differs considerably from any telegraph circuit 
previously used by the Department and though of a 
revolutionary character has justified its adoption 
and has proved very satisfactory in working. 

An examination of the by-product circuits showed 
that they have a very high K.R. value. For example 
a London to Birmingham circuit has a K.R. of 
64000 ohms-microfarads. It would be impossible 
to work circuits of a greater K.R. without repeaters, 
under the voltage and current restrictions imposed, 
with the necessary degree of margin, repeaters 
would therefore be required on circuits which on 
ordinary telegraph cables would be worked direct. 
In order that these repeaters should be of the 
simplest possible description, it was decided to 
utilize duplex conditions on the by-product circuits 
(although under tariff A simplex communication 
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TELEPRINTER PRIVATE WIRES ON BY-PRODUCT CIRCUITS 


only is provided) in order to avoid the switching 
complications necessary on a simplex repeater with 
alternative directions of working. Duplex condi¬ 
tions on the main line also permit the receiving 
renter to interrupt the transmitter at the distant 
end when required in the case of a Tariff A circuit. 
Duplex conditions are, of course, essential in the 
case of Tariff B. 

The duplex arrangement finally adopted for the 
main line portion of the circuit is a modification ot 
the H relay duplex, using a filter and a surge trans¬ 
former. It is a development of the “ H ” Relay 
circuit introduced by the Department some years ago 
and is shown diagrammaticaHy in Fig. 1 . 


being effected in the usual differential duplex 
manner. 

The surge of current in the relay coil and line, 
produced when the transmitting contact reverses 
the battery at the transmitting end, also flows 
through the surge transformer and produces a 
correspondingly equal and opposite surge in the 
winding associated with the B-wire. Thus the 
interference produced in other circuits is reduced 
to a minimum owing to the fact that equal and 
opposite surge currents are produced in both the 
A and B wires. 

In order to produce differentiality on the relays, 
the current through the two windings associated 



Fig. 1.—Differential Duplex. 


The circuit utilizes earthed universal batteries and 
sensitive four-winding relays of the Standard 
Telephone Company’s 299 AN type. The relay 
windings are split and the transmitting contacts 
connected to the centre point of the coils associated 
with the A-wire, the centre point of the coils con¬ 
nected to the B-wire being earthed. 

Currents from the line battery flow only in the 
A-wire, the B-wire acting as earthed screen. Inter¬ 
ference from earth currents or from circuits in the 
same cable will cause currents to flow over both 
the A and B wires in the same direction. Provided 
that these currents are approximately equal, and in 
practice they are, the effect on the relay will be 
negligible, as the currents flow through the relay 
coils in opposite directions. 

A smoothing filter is included in the transmitting 
network which cuts off the higher frequencies in 
the telegraph circuit (above 100 cycles per second) 
and consequently reduces interference to telephone 
circuits in the same cable. 

Under rest conditions, the line batteries oppose 
and there is therefore no current in the line coils 
of the relays connected to the A-wire, signalling 


with the balance network must be such that it 
produces equal and opposite effects to the line 
current flowing in one winding of the relay associ¬ 
ated with the A-wire. The resistance in the balance 
network must therefore be twice the conductor 
resistance of the A-wire, that is, equal to the loop 
resistance of the circuit. 

Twenty-volt batteries are used on the main lines 
(although forty volts are used for local ends des¬ 
cribed later) as the resistance required to limit the 
line current to 5 milliamperes is small. The larger 
resistance required to produce the same limitation 
with forty-volt batteries causes serious distortion 
to outgoing signals by retarding the charging 
current into the cable. 

A modification of the circuit is shown in Fig. 2 . 
It will be seen that the terminal apparatus remains 
unchanged, but that at one end of the circuit the 
A and B wires have been crossed. This results in 
the separation of the line batteries at each end of 
the circuit so that there is no incrementing or de¬ 
crementing of the current, as in the original duplex 
case. Under these conditions one end of the circuit 
transmits over the A-wire and the other over the 
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Balance Balance 

NelworK Network 



B-wire, so that from the transmission point of view 
the circuit is a two-wire simplex arrangement. 

This arrangement possesses several advantages 
over the normal duplex arrangements, particularly 
the removal of balance difficulties caused by the 
possible variable resistance of the transmitting 
contacts in the battery circuits and the fact that 
both the operating marking and spacing currents 
in the relays are currents from the distant end and 
have suffered the same characteristic distortion. In 
the duplex case, the spacing movement of the relay 
is produced by an incremented line current which is 
distorted by an amount depending upon the line 
constants, whilst the marking movement on the 
cessation of the incremented spacing current is 
produced by the constant current flowing in the 
balance circuit. 

The current in each leg of the circuit shown in 
Fig. 2 is half that in the A-wire in the duplex case 
which is an advantage from an interference point 
of view. 

The balance network and double differential relay 
are retained in order to protect the circuit against 
possible earth currents or interference from other 
circuits, the relays 299A being very sensitive. 

Measurements of the distortion produced by the two 
arrangements have been made and on a London- 
Birmingham Birmingham-London circuit with 
repeater at Birmingham, comparative figures for 
distortion as measured from the renter’s ends of 
the circuit are 30 per cent for the duplex and 16 
per cent for the crossed duplex. These figures were 
obtained on Messrs. Standard Telephone & Cables, 
Ltd.’s distortion measuring set using the word 
“ Paris ” as the signal. 

From Fig. 2 it will be seen that the direction of 
the currents in the operating coil of the relay are 
reversed as compared with those in the normal 
duplex arrangement shown in Fig. 1. When a 
repeater is included in the circuit, the signals come 


out straight at the terminals due to the cross on 
each side of the repeater. 

All repeatered circuits are now using this crossed 
duplex arrangement. Later it is hoped to modify 
the relay connexions in all cases so that every 
circuit, repeatered or not, can be worked crossed 
duplex. 

For connecting the renters’ apparatus to the main 
line terminals, circuits in the local telephone net¬ 
work are used. Voltages and currents are re¬ 
stricted to 40 volts and 20 milliamperes respectively. 

Under Tariff A conditions it is necessary to 
provide a local record of the signals transmitted on 
the teleprinters at each end of the circuit, and with 
central battery working (central battery working 
being necessary on these circuits from economic 

Renters 





















































86 


TELEPRINTER PRIVATE WIRES ON BY-PRODUCT CIRCUITS 


considerations) the obvious solution would be 
to use single current closed circuit working to 
give this local record. This, of course, would 
necessitate a spring bias on the teleprinter relay 
armature, but could not be adopted as it was desired 
that teleprinters used on Tariff A circuits should 
also be capable of being switched to Telex circuits, 
in order to permit of renters making the fullest 
possible use of the rented instruments. On Telex 
circuits, Double Current impulse working is used in 
the teleprinter electromagnet and for this reason 
spring bias could not be used for Tariff A tele¬ 
printers. Double current working on the teleprinter 
relay is therefore essential and the circuit shown in 
Fig. 3 has been adopted. Transmission from the 
renter is by means of single current over the A-wire 



and for reception double current on the B-wire is 
used. 

With the teleprinter transmitter tongue at rest 
(on marking stop) the A-wire is disconnected and 
the local and transmitting relays, the coils of which 
are in series are held to marking by the bias current 
flowing from the negative battery to the split of the 
transmitting relay, bias windings of the transmitting 
and local relays, to earth through the bias resist¬ 
ance. When the teleprinter tongue moves to space 
the A-wire is earthed and current flows via the split 
of the transmitting relay, transmitting relay line 
coil local relay line coils and A-wire to earth. Both 
relays move to space as the line current is greater 
than the bias current (the movement of these relays 
is accelerated by the signalling condenser at the 
terminal end of the line) and the transmitting relay 
repeats the signal on to the main line via the split 
of the line relay. The local relay tongue in moving 
to spacing picks up positive battery on its spacing 
stop and reverses the direction of the current norm¬ 
ally flowing in the B-wire (negative from the mark¬ 
ing stop of the main line receiving relay via 
marking stop of local relay). The single current 
signals made by the teleprinter are therefore repeated 
on to the main line and back to the transmitting 
teleprinter thus producing the necessary local 
record. In both cases the relays transmit double 
current signals. 

Signals from the distant end of the main line 
operate the main line receiving relay and the receiv¬ 
ing teleprinter from that relay’s local circuit via the 
tongue and marking contact of the local relay. 
Double current working is again used. 

It will be seen that mutilation of the signals will 
occur if the teleprinters at both ends of the circuit 
transmit at the same time owing to the operation of 
both the receiving and local relays by signals from 
the distant and local transmitters respectively. This 
permits of one station interrupting a transmission 
from the other when necessary. 

The operation of the local and transmitting relays 
has proved satisfactory in practice in spite of the 
fact that the use of a constant bias current is not 
generally conducive to good working. 

Shunted condensers and filters are used in both 
the A and B wires. 

The operating conditions on all relays are such 
that neutrally adjusted relays can be used. The 
local and transmittings relays are of the Post Office 
Standard B type. 

Vibrating conditions are provided on the 299 AN 
relays. The vibrating circuit can be switched on or 
off as required. 

The equipment for these circuits, which is usually 
installed in telephone repeater stations, has been 
made up in panel form mounted on standard racks. 

Standardization has been kept prominently in 
view in the design of the equipment and only three 
types of panels are used. These are— 

(1) The local line panel containing the local and 
transmitting relays and line equipment. 
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Renter's 
Te/eptr 7A 
Xmtg Contacts . 


V.F. 

Transmitting 

Relay. 


Transmitting 

Relay. 




80v 4 80v. 


channel. The batteries used on the 
locals of the receiving- relays on V.F. 
sets are standardized at 80 + 80 volts 
in order to meet public telegraph 
circuit requirements. To maintain this 
standardization, which permits the 
immediate changing of V.F. channels, 
the arrangements of the local end of 
the tariff A circuit have been slightly 
modified from those in use on by¬ 
product circuits. All 40-volt batteries 
are replaced by 8o-volt batteries fitted 
with a potentiometer arrangement 
which gives the standard 40 volts on 
the local lines. 

The equipment at a renter’s office is 
the same in both cases and consists of 
a teleprinter, shunted condenser, and 
transmitting filter. These two latter 
are made up in a pressed steel case and 
mounted on a steel table provided by 
the Department. A photograph of 
the complete equipment is shown in 
Fig. 6. 


Fig. 6.—Renter’s Equipment. 


Renters Te/eptr 7A 
Receiving 
£lectromagnet 

Iwvwl— 


80v. 


Local 

Relay 


80 v. 


V.F. 

Receiving 

Relay. 


Fig. 5.—Local Line Connexions with Main Line 
using a V.F. Channel. 


(2) The main line panel containing the main line 

receiving relays, transmitting filters, etc. 

(3) The balance panel. 

The balance of these circuits 

is made up of fixed condensers 
and resistances and is per¬ 
manently set up in the case of 
Tariff A circuits. As such 
circuits only work simplex, 
the accurate balance which is 
required for duplex working 
is not necessary and the fixed 
balances have been found to be 
quite satisfactory in practice. 

In order to economise space, 
each panel contains equipment 
for two circuits. 

For the termination of a 
circuit, therefore, half a local 
line panel, half a main line 
panel and half a balance panel 
are required; whilst a repeater 
is formed by one complete 
main line panel and one 
balance panel. 

The arrangement of the 
equipment is shown in Fig. 4 . 

With the installation of 
multi-channel voice frequency 
sets, providing 18 circuits on 
one four-wire telephone cir¬ 
cuit, it becomes necessary to 
utilize such channels on long 
distance circuits, to provide 
tariff A and B Private Wires. 

Fig. 5 shows the circuit 
adopted for connecting the 
local panels of the renter’s 
circuit to a voice frequency 
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Fig. 7.- 


-Tariff “ A ” Terminal Circuit, showing Position of 
Monitor and Test Jacks (Schematic). 


In the case of Tariff B circuits on by-products, 
the same line and local panels are used, but a 
variable duplex balance panel is used in place of the 
fixed balance to give the finer adjustment of balance 
required by the duplex working provided under 
Tariff B. In this type of circuit the local record 
cannot, of course, be used and the local line panel 
arrangements are such that the local record relay 
can be cut out by a switch, thus permitting any 
panel to be used for Tariff A or B circuits. 

Full monitoring and testing facilities are provided 
at every terminal and repeater station, the 
arrangements being such as to ensure the quick 
localization of faults. 


Each terminal station is provided 
with facilities for entering the circuit 
for :— 

(1) Monitoring outgoing and incom- 
ing signals. 

(2) Testing the circuit between the 
terminal equipment and the 
renter. 

(3) Testing the circuit between the 
home and distant terminal or 
repeater. 

To meet the conditions of (1) it is 
only necessary to connect the monitor¬ 
ing teleprinter (or relay with monitor¬ 
ing teleprinter in local) in leak to either 
the tongue of the transmitting or main 
line receiving relay to monitor the 
transmitted or received signals respec¬ 
tively. 

In the case of (2) it is necessary to 
cut the circuit at AB and CD (Fig. 3 ). 
The transmitting tongue of the 
monitoring teleprinter is then con¬ 
nected to C and the receiving electro¬ 
magnet or relay between A and earth. 
The point D is left disconnected but negative line 
battery must be applied at B to hold the main line 
side of the circuit normal. In this case the monitor¬ 
ing teleprinter tongue is arranged to transmit double 
current to the local line. 

In case (3) the tongue of the testing teleprinter 
must be connected to B and the electromagnet 
or relay between D and earth. A is left disconnected 
and negative local battery applied to C in order 
to hold the renter’s teleprinter to marking (rest 
position). 

In order to give the required facilities the points 
AB and CD (Fig. 3 ) are taken through the springs 
of jacks No. 49 arranged to “ make ” before 


line or down. local or up. 



Fig. 8-—Monitor and Test Set (Schematic). 
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“ break .*' The jack to which A and B are con¬ 
nected is termed the “ Line ” jack and that to which 
“ C and D ” are connected the “ local ” jack. 
Connexions are also made to the line and local 
batteries on these jacks by the insertion of the 
testing- plug's so that the actual battery voltages 
used on the circuits may be used on the monitoring 
sets. The jack connexions are shown schematically 
in Fig. 7 . 

Two similar jacks paralleled on a number of racks 
of panels are provided on each rack. Their springs 
are connected to the monitor and test table, Fig. 8, 
and by the insertion of double-ended plugs and cords 
any circuit can be extended to the monitor and test 
table. 

By means of three keys, two of which are coupled, 
either of the conditions required can be obtained. 
These keys are the “ monitor ” which in one position 


the monitor table. 

Terminal stations can also test to the distant 
teleprinter through the whole of the equipment b) 
plugging into the renter’s local A and B wires at 
the U links (X and Y Fig. 3 ), the local line being 
simulated by means of resistances, and the testing 
teleprinter connected in a similar manner to the 
renter’s teleprinter. 

In the case of Tariff A circuits which do not use 
by-products or V.F. channels, as for instance a line 
between the Head Office of a firm and a branch a few 
miles away, physical lines are used and the circuit 
arrangements have been made similar to other tariff 
A circuits, (except that a battery or power leads are 
required at one end of the circuit) in order to 
simplify maintenance. 

The circuit arrangements in this case are shown 
in Fig. 9. 



Fig. 9.—Short Distance Tariff A Circuit. 


monitors on the “ line ” and in the other on the 
“ local ” and the coupled keys labelled “ test ” 
which also have two operating positions giving the 
conditions required under (2) and (3). 

Suitable milliammeters are fitted on the monitor 
set to indicate the current in the circuit under test. 

The same type of monitor set is used at repeaters. 
In this case the conditions necessary for testing on 
either side of the repeaters are similar to those of 
(3) and the jacks No. 49 are connected to give this 
condition. The monitor and test key on the monitor 
set are labelled “ line or down ” and “ local or 
up ” to meet either repeater or terminal conditions 
as the majority of centres where repeater equipment 
is stationed also have terminal equipment. In each 
monitor set, the teleprinter electromagnets are in 
the local circuit of a standard BN relay carried on 


Tariff A circuits are proving very attractive to 
renters, are giving reliable service and are providing 
a much needed method of communication at cheap 
tariffs. The confidence which renters already feel 
in this new service is evidenced by the arrangements 
made by several renters whose Head Offices are 
open all night or to a later hour than the office at 
the distant end of the circuit whereby traffic is 
transmitted after the distant office is closed and the 
teleprinter is unattended. This is rendered possible 
by the automatic switch incorporated in the Tele¬ 
printer 7A which causes it to start on the receipt of 
a line signal and switches off the power from the 
motor some 90 seconds after the receipt of the last 
signal. The satisfactory starting of the distant 
teleprinter can be verified by the use of the “ who 
are you ” key by the transmitting office. 
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A Simplified Carrier Telephone System for 

Open Lines 

R. J. Halsey, B.Sc., A.C.G.I., D.I.C. 


Introduction . 

T HE art of carrier telephony is now a well 
developed one,* and it is practicable to provide 
carrier telephone circuits of sufficiently good 
quality for any speech transmission system. The 
question of provision of such circuits is therefore a 
matter of economics and not of engineering difficul¬ 
ties. In America and on the Continent, there are 
available aerial lines of such length that the usual 
relatively high cost of carrier terminal apparatus is 
easily justifiable and moreover, these aerial lines are 
not likely to involve so many underground sections 
as aerial lines in this country. The effect of under¬ 
ground sections is twofold :— 

i. The attenuation per mile is many times greater 
than that of open lines. 

2. Owing to the impedance mismatch at the 
junctions of aerial and underground sections, 
considerable reflections are set up at carrier 
frequencies. 

For use in this country, therefore, the conditions 
are doubly severe. In the first place, lines are short 
and in order to justify carrier working, the cost of 
terminal equipment must be low. In the second 
place, short aerial lines involving underground 
sections will have considerable attenuations at carrier 
frequencies and a fairly high terminal gain is 
essential. 

To meet these requirements a single-channel 
system has been developed by the Research Section, 
incorporating a number of novel features, and it is 
anticipated that the relatively low cost of the equip¬ 
ment will be such as to make carrier working far 
more general, particularly at the outer fringes of 
the main telephone system. The new equipment, 
taking its power from the public supply mains, has 
the added advantage that it is eminently suitable for 
emergency and seasonal circuits, being easily in¬ 
stalled and maintained; it will probably have con¬ 
siderable application in these fields. 

General Principle of Operation. 

The new system utilizes the same pair of wires 
and the same carrier frequency of 6,500 p.p.s. for 
the two directions of transmission, the carrier being 
practically suppressed and different sidebands being 
transmitted in the two directions. Thus, from the 
“ Up ” to the “ Down ” station the speech band of 
200 to 2,500 p.p.s. is transmitted as 6,700 to 9,000 
p.p.s. and from the “ Down ” to the “ Up station 
as 6,300 to 4,000 p.p.s. For proper operation the 
system therefore involves the transmission of fre¬ 
quencies up to 9,000 p.p.s. The normal speech 
channel (physical circuit) is free to transmit fre¬ 


quencies up to 3,500 p.p.s., providing a direct 
current path and normal signalling facilities. 

The carrier circuit is effectively a four-wire circuit 
between the terminal hybrid transformers and 
possesses all the normal properties of such a circuit. 
Thus, it may sing, with the exchange lines dis¬ 
connected, if the overall transmission loss is reduced 
below about 2 decibels. To obviate this, the inner 
springs of the carrier exchange line jacks must be 
closed with 6oo-ohm resistance spools if a circuit 
with zero transmission equivalent is required. 
Signalling over the carrier circuit is accomplished by 
shifting the carrier frequency by 500 p.p.s. and 
between the two carrier exchange lines the circuit 
behaves exactly as if it actually transmitted 17 p.p.s. 
ringing current. It is not at present practicable to 
provide junction signalling facilities and so all 
carrier circuits must be operated on a trunk ringing 
basis, with generator calling and clearing. 

Mounting of Equipment. 

The complete equipment is mounted on three 
panels to fit ordinary repeater racks, the rack space 
occupied being as follows :— 

Panel No. iA, Power panel for A.C. f 

supply mains I 

or No. iB, Power panel for D.C. I ^ inS * 

supply mains ' 

Panel No. 2, Transmitter, receiver 

and ringer. 8f ins. 

Panel No. 3, Filters ... ... 7 ins. 

Total rack space—1 ft. 10J ins. 

Where suitable racks are not in existence it is 
proposed to mount the equipment in one of two 
ways :— 

1. On special racks about 4 ft. 6 ins. in height, 

standing on the floor. Two such racks are 
shown in Figs. 1 and 2 . 

2. In metal cabinets with internal racks. Such 

cabinets would stand on any convenient 
table. 

The following leads are necessary for the instal¬ 
lation of the equipment :— 

1. Aerial line pair; 

2. Physical circuit exchange pair; 

3. Carrier circuit exchange pair; 

4. Lighting or power supply; 

5. 17 p.p.s. ringer (if available); 

6. Earth (to panels). 

Screened leads are not necessary, but the power 
leads should not be laced in with the other pairs. 
Where a 17 p.p.s. ringer is not available, the calling 
relays can be operated with direct current from the 
power panel, 
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Fig. 1.—Front View of Experimental Equipment. 




Fig. 2.—Rear View of Experimental Equipment. 


Panel No. iA — A.C. Power Panel. 

This is required to provide power as follows :— 

(a) 1 amp at 16 volts, to four valve heaters in 
series. A i-ohm resistance is included in 
this circuit for purposes of current measure¬ 
ment, and the voltage across this is adjusted 
to 1 volt by means of alternative transformer 
tappings. 

( b ) Anode current at 150 volts to 
Transmitter valve ... 

Receiver ,, 

Ringer ,, . 

Oscillator ,, 

Total anode current = 55 mA. 

In addition, the following currents may be taken 
while ringing :— 

Relay C ... ... ... 1.5 mA. 

D.C. to exchange line (in 
certain cases) ... ... 15 mA. 

The anode voltage is derived from a Westinghouse 
metal rectifier and passes through a two-stage 
smoothing unit. The total power taken from the 
mains is about 40 watts and any of the usual supply 
voltages are suitable. 


20 mA. 
15 mA. 
1^ mA. 

5 mA - 


Panel No. iB — D.C. Power Panel. 

This is required to provide power as follows :— 
(a) 250 mA. at 64 volts, to four valve heaters in 
series. A series 4-ohm resistance is pro¬ 
vided for checking the heater current, but 
no adjustment is necessary apart from con¬ 
nexion being made to the appropriate mains 
voltage tapping. Any of the usual supply 
voltages are suitable. 


(b) Anode current at 150 volts exactly as in the 
case of the A.C. power panel. The anode 
current is derived from a potentiometer 
across the mains, both legs being smoothed. 
The — ve main is earthed through a 4 /xF 
condenser, but either main may be at D.C. 
earth potential. Only supply voltages of 
200 volts or more are suitable for high 
tension supply, and where the voltage is 
lower, other provision must be made; such 
cases are, however, very rare. The total 
current taken from the mains is about 370 
milliamps, the power being 92 watts at 250 
volts. 

Panel No. 2 — Transmitter, Receiver and 
Ringer Panel. 

The valve equipment is all mounted on one panel 
which is not altered in any way, whether the A.C. 
or D.C. power panel is used. The valves employed 
are, however, different in the two cases. The follow¬ 
ing table refers to valves of the Osram series :— 


Position. 

A.C. Case. 

D. C. Case. 


Type. 


Ro 

Type. 


R. 

Transmitter 

ml 4 

) 


DL 

] 


Receiver 

ml 4 

u 

2,860 

DL 

f 12 

2,660 

Ringer 

ml 4 

1 


DL 

J 


Oscillator 

mhl 4 

20 

8,000 

DH 

40 

10,800 
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Oscillator. 

The oscillator is of high quality, employing a dust- 
cored inductance for tuning and coupling, the grid 
and plate windings being each 30 mH. A fixed feed 
back resistance of 200,000 ohms is used to give 
stability and freedom from harmonics, and the valve 
works into a fixed impedance of io,ooof 2 . It supplies 
carrier frequency to the grid circuits of the trans¬ 
mitter and receiver valves. The feed to the trans¬ 
mitter is required to be about 5 volts and is adjusted 
by means of soldered taps. The feed to the receiver 
is fixed at 0.6 times that to the transmitter, i.e., about 
3 volts. When a ring is transmitted, the sending 
end oscillator frequency is changed by 500 p.p.s., 
being increased in the case of the “ Up ” station 
transmitter and decreased in the case of the “ Down ” 
station transmitter. This is done by means of small 
subsidiary tuning condensers associated with the 
contacts of relay A. The oscillator frequency is con¬ 
tinuously variable over a range of about 80 p.p.s., 
this giving ample range of adjustment. It is desir¬ 
able that the carrier frequencies at the two ends of 
the circuit shall be within 20 p.p.s. of the nominal 
6,500 p.p.s. and within 5 p.p.s. of each other. There 
is no difficulty in maintaining this adjustment, as 
the oscillators are very stable in operation. 

Transmitter . 

An entirely new method of modulation is incor¬ 
porated in the transmitter which consists of an 
amplifier, handling speech and carrier frequencies 
simultaneously, the output transformer being shunted 
with a metal rectifier. For the simplest conception 
of the action of the transmitter, if the two sources 
(of speech and carrier) are applied in series to the 
grid of a valve, without overloading it, these will be 
amplified together and will both appear at the output 
transformer. If now a metal rectifier is shunted 
across the secondary of this transformer, in parallel 
with the load impedance, a modulated wave will be 
generated, since each alternate half cycle will be 
short-circuited. This is shown in Fig. 3 . Actually 
this can be improved upon, and the grid voltage may 
be allowed to overload the valve at the lower end, 
provided that the polarity of the rectifier is correct. 
Maximum output and efficiency can be obtained if 
the following conditions are observed :— 

1. The valve is biassed by a condenser and leak in 

its grid circuit. This circuit has a time con¬ 
stant of 0.1 secs, and allows grid current to 
flow to the extent of 0.1 microamps per volt 
or about 1 microamp maximum. 

2. The rectifier has a sufficient number of series 

elements to prevent rectification taking place 
until the forward voltage is about 1 to 2 volts. 
The optimum number of elements is about 18. 

3. The R.M.S. carrier voltage across the rectifier 

is rather greater than the greatest R.M.S. 
speech voltage which the circuit is designed 
to transmit. As a compromise, this is taken 
as corresponding to 4 milliwatts at the 
exchange line. 


The various products of modulation pass into the 
filters and the appropriate sideband is selected there¬ 
in. In the modulator output circuit is a 20of2 
resistance spool. This must be in circuit in the case 
of the “ Down ” station transmitter, otherwise the 
filter impedance presented to the rectifier at certain 
speech frequencies falls unduly low and modulation 
is impaired. The resistance is, however, not neces¬ 
sary in the case of the “ Up ” station transmitter. 
The normal sideband levels to line are approximately 
+ 5 db. at the “ Up ” station and +4 db. at the 
“ Down ” station. 



Carrier Frequency (No Rectifier). 



Audio Frequency (No Rectifier). 



Audio Frequency + Carrier Frequency. 


A/WWWVWW V 

Sideband selected by Filters. 

Fig. 3.—Action of Metal Rectifier as a Modulator. 

Receiver. 

The operation of the receiver is somewhat similar 
to that of the transmitter. In this case, however, 
the valve is biassed by means of a resistance in the 
cathode lead, and the grid is never overloaded. The 
received sideband and local carrier are amplified 
together in the valve and two series-connected metal 
rectifiers act as full wave demodulators, the resultant 
speech being passed by the low-pass filter section in 
the output circuit. This filter passes frequencies up 
to 2,600 p.p.s. and its attenuation is a maximum 
(about 50 db.) at 6,500 p.p.s. The high frequency 
leak past this filter is of the order of 0.02 volts and 
is chiefly 13,000 p.p.s. This is just perceptible at 
the carrier terminal, but is subsequently lost or is 
masked by exchange noises. 

The design impedance at the demodulator output 
is 300 ohms and this is matched against a nominal 
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6oo-ohm exchange line through the differential input 
transformer. The demodulator can be worked at an 
output level of +4 db., corresponding to a circuit of 
zero equivalent overall. It is important to note that 
a path has to be provided for the D.C. component 
from the rectifiers; this is done via the 6oo-ohm 
balance resistance which is permanently incorporated 
in the equipment. 

Ringing . 

When ringer is applied to the exchange line at the 
switchroom, it operates relay A (Fig. 4 ). This is a 
D.C. relay shunted with a metal rectifier and operates 
with about 30 volts of 17 p.p.s. When this relay 
operates (it can only do so if there is no incoming 
ring) it 


The ringing receiver is of a type which has been 
developed by the Research Section for more general 
purposes and its action is as follows :— 

1. Relay B is designed so that it does not operate 

until the sum of the currents in its two wind¬ 
ings is 30 mA. It releases when the sum falls 
to 20 mA. 

2. With no incoming signal, the current through 

one winding (the anode current of the valve) 
is adjusted by means of the automatic biassing 
resistances to be 15 mA. ±0.5 mA. The 
current in the second winding is now zero and 
the relay does not operate. 

3. When a 500 p.p.s. signal of good wave form is 

impressed on the grid of the valve, the anode 
current is hardly affected over a very wide 



1. Short-circuits one winding of the differential 

input transformer and so effectively prevents 
overloading of the transmitter valve with 17 

p.p.s. 

2. Either increases or decreases the carrier fre¬ 

quency by 500 + 15 p.p.s., depending on 
whether the transmitter is at the “ Up •” or 
Down ” station. As a result, a continuous 
tone of either 7,000 or 6,000 p.p.s. is trans¬ 
mitted over the line, and this is demodulated 
against the local carrier (6,500 p.p.s.) at the 
receiving end. The resultant 500 p.p.s. tone, 
like all demodulation products, is applied to 
the ringer valve (Fig. 5 ). 


range of inputs, since the average anode 
current approximates to the static value. 
This is entirely a function of the form factor 
of the signal as the grid bias will depend on 
the peak value of the grid swing, which 
charges the biassing condenser. 

The 500 p.p.s. signal is also amplified by 
the valve; picked up across a tuned circuit in 
the anode path, rectified by a bridge-connected 
metal rectifier and applied to the second relay 
winding. This causes sufficient current to 
flow in the relay winding to operate the relay. 
When relay B operates it operates relay C, 
through a delay network, after about 500 
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Connexions to Jag Strip shown thus © 

Connexions to Modulator - Demodulator Equipment shown thus —- 1.2 .7 

Testing Point shown thus ® 

Resistances m Ohms unless otherwise hdicated. 

Capacities in juF. 


Fig. 5.—Ringer. 

milliseconds. A momentary flicker of relay 
B is therefore insufficient to operate relay C. 
When relay C is operated it performs two 
functions— 

(a) Disconnects the sending relay A; 

(b) Applies the local 17 p.p.s. ringer to the 

carrier exchange line. If no local 
ringer is available, direct current from 
the power panel can be substituted to 
operate the calling relay. 

4. When any signal other than pure 500 p.p.s. 
tone is applied to the ringer, the anode current 
in the first relay winding falls in accordance 
with the principle previously outlined, and 
even if the rectified current in the second 
winding is maintained at 15 mA., the relay 
cannot operate. The 15 mA. required in the 
second winding cannot possibly be obtained 
by speech and the maximum current obtain¬ 
able with pure 500 p.p.s. tone is about 17 mA. 

In practice, reliable ringing is obtained on 
circuits with overall transmission equivalents 
up to 10 db. In all cases false operation of 
the ringing by speech currents or battery 
impulses is sensibly impossible. 

Panel No. j — Filters. 

The filters for the “ Up ” and “ Down 99 stations 
are identical. The connexions to transmitter and 
receiver are, however, interchanged in the two cases. 
The circuit diagram is shown in Fig. 6. The three 
frequency bands formed by the filters are :— 

(1) 0-3,500 p.p.s. for physical circuit; 

(2) 3,800-6,450 p.p.s. for carrier L.S.B. ; 

(3) 6,650-9,000 p.p.s. for carrier U.S.B. 

The inductances are all wound on minor circuit 

loading coil cores and have dissipation constants 
d = R/wL of the order 0.006 at frequencies from 


2,000 to 9,000 p.p.s. Below 
2,000 p.p.s. this figure in¬ 
creases somewhat, but the 
losses are always low. The 
manufacturing tolerance is 
+ 1%. The transmission 
losses for the filters at each 
end are shown in Fig. 7 , from 
which it will be seen that the 
losses to the carrier frequency 
is about 22\ db. per end. The 
specified loss is 20 to 25 
decibels and this is obtained 
by the limited adjustment of a 
particular filter condenser, if 
necessary. This suppression 
occurs at both the transmitting 
and receiving terminals and 
the difference between the 
levels of the local and received 
carrier frequencies at the de¬ 
modulator is therefore between 
40 and 50 db. This difference 
is adequate for the system. 

Overall Gain of System. 

For normal use the input transformer tapping is 
12, but alternatives are provided as follows :— 

1. Tap 12A gives a transmitter gain and output 

3 db. below tap 12. This is designed for use 
in cases where it is desirable to handle larger 
input volumes; 

2. Taps 11A and 11 give increased transmitter 

gains (3 db. and 6 db. respectively), and may 
be used to make up the losses in two-wire 
extensions. 

The input transformer of the receiver is designed 
to give a step up of 1 to 20 at the “ Down 99 station 
and 1 to 10 at the “ Up 99 station. The difference 
is obtained by using the two primary windings in 
series for the L.S.B. receiver and one only for the 
U.S.B. receiver. This fits in well with the usual 
requirements, but if necessary the full 1 to 20 steps 
up may be used at the “ Up 99 station with only a 
slight loss of quality. The maximum gains obtained 
with the experimental models, transmitters on tap 
12, are as follows (at 800 p.p.s.)— 

“ Down ” to u Up 99 stations, step up 1 to 10 

.20 db. 

“ Up 99 to “ Down 99 stations, step up 1 to 20 

.28 db. 

Typical gain-frequency curves are shown in Fig. 8. 

Installation of Equipment. 

The installation of the carrier terminal equipment 
is not a difficult matter and it is expected that the 
work will eventually be carried out by Departmental 
staff. Stations will be allocated equipment suitable 
for “ Up 99 or “ Down 99 station terminals after 
taking into account any similar carrier systems 
operating over the same pole route. It is highly 
desirable, from the point of view of cross-talk, that 
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Attenuation Characteristics of Line Filters. 



Attenuation Characteristics of Directional Filters. 
Fig. 7.—Filter Curves. 


similar frequency bands should be transmitted in the 
same directions. 

With the equipment in position, and appropriate 
panel wiring completed, the following checks are 
required at the two ends independently :— 

1. Check heater current (and adjust in the case of 

an A.C. supply) by measuring the voltage 
drop across the series resistance provided. 

2. Check the carrier frequency by comparison with 

the nearest repeater station oscillator. All 
available oscillators will be given a special 
calibration at 1,625 p.p.s. (the fourth sub¬ 
harmonic of the carrier frequency) and if this 
frequency is applied to the carrier exchange 
line, beats will be heard by listening between 
the “ Transmit n U-link and panel. The 
variable condenser can then be adjusted until 
a slow beat is obtained. Alternatively, a 
simple wavemeter may be provided. 

3. Remove the “ Transmit ” U-link and close the 

transmitter with 600Q and rectifier voltmeter 
0-10 volts. The carrier output should then be 
about 3.2 volts at the “ Up ” station and 
about 2.8 volts at the “ Down ” station, and 
should be adjusted if necessary by means of 
the carrier feed potentiometer. Working 
limits will be determined from the contractor- 
made equipment. 

4. Measure all anode currents. This can be done 

by means of a D.C. voltmeter across the 50- 
ohm spools provided in each anode circuit, or 
with a low resistance milliammeter across the 
same points. The ringer anode current should 
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Curve i—Down to Up Station ; Input Transformer tap 12, 
Receiver Input 1—10 Step Up. 

Curve 2—As Curve 1, but Receiver Input 1—20 Step Up. 
Curve 3—Up to Down Station ; Input Transformer tap 12, 
Receiver Input 1—20 Step Up. 

Fig. 8.—Gain-frequency Curves. 


be adjusted to 15 mA. + 0.5 mA. by means 
of the biassing resistances. 

The circuit should then be lined up in the two 
directions. To do this, the carrier exchange lines 
are closed with 600 ohms and rectifier voltmeter, the 
receiver input potentiometers being set to minimum 
gain. The “ Down ” station relay A is then operated 
by hand and the potentiometer at the “ Up ” station 
is turned up until the meter reads a value corre¬ 
sponding to the overall transmission loss required, a 
suitable calibration being provided. The other 
direction is then lined up in the same manner. If 
the circuit is intended to be better than 3 or 4 decibels 
overall, 6oo-ohm resistances should be connected 
across the inner springs of the exchange line jacks. 
In certain cases, for example a line involving bad 
reflections, the above method may not be entirely 
satisfactory as the circuit may sing when the 
apparent loss is greater than 3 db. In such a case, 
the singing condition with the exchange lines dis¬ 
connected should be taken as the criterion of the 
maximum gain. When singing occurs it is of an 
intermittent nature, beating at the difference between 
the two carrier frequencies. Equality between the 
two carriers is thus readily checked. 

Maintenance of Equipment. 

With the limited experience available it does not 
appear to be necessary to recommend daily main¬ 
tenance testing. A repetition of the installation 
checks once a week appears to be adequate, but it 
will be necessary to apply the results of subsequent 
experience in this connexion. 

It is anticipated that the life of the valves employed 
will be of the order of 5,000 to 10,000 hours. Where 
circuits are installed for considerable periods, a 
record of the tests will be kept and these should 
quickly reveal the necessity for changes of valves. 

Provision is made for talking on the two-wire 


exchange line by means of a monitor jack. Any 
local battery telephone may be used for this purpose, 
but, for occasional monitoring, high impedance head- 
gear receivers are desirable. Ringing between the 
carrier terminals can be accomplished with a hand 
generator from either the monitor jack or the carrier 
exchange line U-links. Alternatively relay A may 
be hand operated. 

Valves. 

Owing to the fact that indirectly heated A.C. valves 
are designed to operate on a voltage and not on a 
current basis, special selection by the manufacturer 
will be necessary to ensure that four valves will work 
satisfactorily in series. This will not be difficult as 
it is not proposed to insist on very close limits for 
the valve characteristics. The indirectly heated 
D.C. valves are designed to operate on a current 
basis and do not need special selection for heater 
characteristics. 

Random changes of valves in the transmitter and 
receiver positions show that a variation of about 
1 db. in each position may be anticipated (i.e., a 
maximum of 2 db. variation in the gain due to valve 
changes). Similar changes in the oscillator valve 
do not perceptibly affect the gain. The ringer valve 
is particularly insensitive to changes of valves as, 
owing to the automatic biassing, the emission tends 
to be self-correcting. 

Effect of Carrier Equipment on Existing Physical 
Circuit. 

The introduction of the carrier equipment intro¬ 
duces a small loss into the existing circuit. This 
loss amounts to about 0.15 db. per end at 1,000 
p.p.s., 0.2 db. per end at 2,000 p.p.s. and 0.5 db. 
per end at 3,000 p.p.s. Cross-talk between the 
carrier circuit and its associated physical circuit is 
of the order of 60 db. on full gain; this is adequate 
for the system. 

Several Carrier Systems on the same Pole Route. 

When two or more systems are operated on the 
same pole route, there is the potential difficulty of 
cross-talk between them. In practice this is not 
likely to prove serious with the present system pro¬ 
vided that the following points are observed in 
installing :— 

1. Similar frequency bands should operate in the 

same direction over the pole route. 

2. Where possible, the pairs concerned should be 

widely separated. Where wires are run in 
twisted squares, two carrier circuits are often 
better in the same square than in adjacent 
squares. Pairs in underground sections 
should be widely separated. 

3. Where either of the pairs concerned is, by 

nature of its associated circuit, liable to have 
a full D.C. earth on one wire (such a case is 
an R.A.X. junction) chokes and condensers 
should be introduced to balance the circuit to 
speech and carrier frequencies. 
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If excessive cross-talk occurs after these points 
have been attended to, it can be cured by frequent 
transpositions. A single transposition near the 
middle of a circuit is sometimes useful. Before 
making such transpositions, however, the balance 
and insulation of the pairs should be carefully verified. 

Other Interferences . 

These may be classified under the following head¬ 
ings :— 

1. Interference with programme circuits. 

This is not serious as the steady carrier fre¬ 
quency is at a very low level. Sideband fre¬ 
quencies are generated down to 4,000 p.p.s., 
but the volume at frequencies below 5,000 
p.p.s. is small. Nevertheless, carrier circuits 
should be separated as far as possible from 
circuits frequently used by the B.B.C. 

2. Interference from radio stations. 

The only stations which can conceivably 
cause interference are long wave telegraph 
transmitters. A filter is provided to eliminate 
these signals and even Rugby (GBR), which 
causes so much trouble at higher frequencies, 
should always be inaudible. 

3. Interference from power lines. 

The carrier system is very free from power 
interference even on those lines on which the 
physical circuits usually suffer. 

4. Noises due to line faults. 

The type of interference is similar to that 
experienced on physical circuits, though usually 
less severe. Line unbalance, due to contacts, 
broken insulators, etc., may seriously increase 
cross-talk between two carrier systems on the 
same pole route. For this reason the line 
should be maintained in good condition. 

5. Telegraph interference. 

Line cross-talk from telegraph circuits is 
negligible. 

Effect of Weather. 

High frequency carrier systems, particularly on 
long lines are subject to considerable changes of 


attenuation due to weather conditions, fog and salt 
spray being particularly bad and frequent causes of 
losses. The present system is, however, scarcely 
affected in this respect as the frequencies are low 
and the lines comparatively short. 


Typical Line Characteristics. 


The lengths of open line over which the system 
can be operated with a transmission equivalent of 
5 db. overall are approximately as follows :— 
150-lb. copper ... ... 370 miles 

200-lb. copper ... ... 400 ,, 

300-lb. copper ... ... 470 ,, 

400-lb. copper ... ... 550 ,, 

The limiting lengths of unloaded underground 
conductors are approximately :— 


20-lb. A.S.P.C. ... ... 14 miles 

40-lb. A.S.P.C. ... ... 26 ,, 

100-lb. A.S.P.C. ... ... 50 ,, 

Where the whole of the circuit is unloaded U.G. 
cable, it is desirable to introduce transformers or 
auto-transformers between the carrier terminal equip¬ 
ment and the line. A suitable impedance ratio is 
4:1, the line winding being the lower impedance. 

A typical route over which the system may be 
required to work is London-Salisbury. This con¬ 
sists of 86 miles of open line of mixed gauge (chiefly 
200-lb. copper) and 7.7 miles of unloaded under¬ 
ground cable. A “ zero circuit has been provided 
on this line, comparing with a physical circuit 
attenuation of n db. at 1,000 p.p.s. 


Use as an Emergency Circuit. 

An excellent opportunity to demonstrate the use 
of the equipment for emergency circuits occurred 
during the recent attempt on the waterspeed record 
by Mr. Kaye Don at Loch Lomond. In this case 
the equipment was used to provide a Press circuit 
over the Luss-Helensburgh R.A.X. junction. This 
circuit was extended to the Glasgow Trunk Switch¬ 
board and provided excellent facilities. Other carrier 
circuits were also used on the same route, but every¬ 
one concerned with the circuits can testify to the 
enormous superiority of the new equipment. 


Inductive Interference from Fault Currents on 

E.H.T* Power Lines 


A. J. Jackman, B.Sc., A.C.G.I., A.M.I.E.E. 


T HE rapid expansion, in the last few years, of a 
network of E.H.T. power transmission lines 
throughout the industrial areas of Great 
Britain has introduced problems for communications 
engineers in connection with the possibilities of 
interference from these power lines with the opera¬ 
tion of telephone and telegraph circuits. A very 


useful summary of the chief theoretical studies of 
these problems published prior to 1925 is given in 
the Journal of the Institution of Electrical Engineers, 
Vol. 68, pp. 587-641 (1930), and the summary is 
completed up to 1930 in a further paper by W. G. 
Radley, B.Sc., in the J.I.E.E., Vol. 69, pp. 1117- 
1148 (1931). 
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The available knowledge of the subject has been 
extended by further tests made by the Electrical 
Research Association (E.R.A.) and the G.P.O. Re¬ 
search Section in the district between Lancaster and 
Carlisle in Nov.-Dec., 1931, and in Oct., 1932, and 
at Eltham (S.E. London) in Dec., 1931, and January, 
1932. An account of the results of these experi¬ 
ments will be published in due course. 

The power lines from which inductive interference 
may be anticipated are those overhead lines working 
at 11 kv, 33 kv, 66 lev and 132 kv. The 11 kv 
lines do not provide very many cases requiring 
serious consideration because of their relatively low 
voltage and also of their short length. 

Overhead lines of 33 kv and 66 kv are being 
erected by the Central Electricity Board (C.E.B.) 
and also by other Undertakings. Lines of 132 kv 
have been erected, so far, only by the C.E.B. and 
the Grampian Electricity Supply Company. Certain 
of these lines are sixty miles in length, and in many 
cases they are roughly parallel with communication 
routes for the whole of their length. 

There are also underground power cables working 
at 33 kv, 66 kv and 132 kv, and these must be con¬ 
sidered as possible sources of inductive interference. 

The 132 kv lines of the Grid System provide the 
most serious problems because of their high voltage, 
long length of parallelism, and also because in each 
transformer Sub-Station the neutral point of the Star¬ 
winding on the high tension side of the transformer 
is directly earthed. This is a departure from the 
Regulations made by the Electricity Commissioners 
under the Electricity (Supply) Acts, 1882-1928 et 
seq., since these Regulations specify that an E.H.T. 
circuit may not be connected with earth at more than 
one point. The departure was agreed after consulta¬ 
tions between the Electricity Commissioners, the 
C.E.B. and the G.P.O. Engineering Department. 
The advantages claimed for this were— 

(1) It makes possible the use of selective protec¬ 

tive apparatus very rapid and certain in its 
action, resulting in the elimination of a fault 
current in a minimum time. 

(2) It increases the reliability of the system since 

the neutral point is definitely fixed at earth 
potential. 

(3) The risk of simultaneous faults on different 

phases is eliminated. With an unearthed 
system a failure of the insulation at a point 
on one phase raises the p.d. between the 
other two phases and earth to the phase-to- 
phase voltage as against the phase voltage 
only. This may result in breakdown of the 
insulation at one or more points on these two 
phases and very large currents might flow 
through the earth between the fault points. 

(4) It permits also a cheaper design of trans¬ 
former, the insulation being graded towards 
the neutral point, since this point is always at 
earth potential and will never attain phase- 
potential, as it might do on the un-earthed 
system. 


A description of the Grid System is given in a 
paper by Messrs. Johnstone Wright and C. W. 
Marshall, published in the J.I.E.E., Vol. 67, pp. 685- 
723 (1929). 

The telephone lines which are subject to inductive 
interference are usually trunk and main telegraph 
lines which are paralleled by a power line for a con¬ 
siderable distance. Both overhead and underground 
routes require to be considered. The latter are, of 
course, shielded by the lead sheath of the cable. 

Inductive interference from a power line on an 
adjacent parallel communication circuit arises from 
electrostatic influences (Electric Induction) and elec¬ 
tromagnetic influences (Magnetic Induction). 

The electrostatic effects can be computed by 
mathematical treatment, and reference to the most 
important formulae will be found in part one of the 
Summary of Information referred to above. 

Electrostatic effects, and mechanical considera¬ 
tions led to a decision that all Post Office overhead 
routes should be placed underground at crossings by 
132 kv lines. The length of the section put under¬ 
ground is such that the minimum horizontal separa¬ 
tion between overhead power line and overhead 
communication line is not less than the height above 
ground-level of the highest wire on the power line 
measured at the tower. Apart from this the electro¬ 
static effects are not considered to necessitate 
separate protective treatment. 

The electromagnetic effects are a much more 
serious problem in a system worked with an earthed 
neutral point, and these effects are very difficult to 
deal with both as regards theoretical studies and as 
regards the application of practical protective 
measures. 

The load currents flowing in the three phases of a 
transmission line will produce a magnetic field, but 
if the loads on the phases are balanced the . load 
currents will be equal and at 120° phase displacement 
and the resultant magnetic field at any external 
point will be very small. Transposition of the 
power conductors reduces the interference which 
might be caused by the load currents and by 
harmonics other than the 3rd and odd multiples of 
the 3rd harmonic. In the latter case the interference 
produced is in the nature of a humming noise in the 
telephone receivers, and can be overcome by trans¬ 
posing and balancing the telephone circuits affected. 

If, however, one phase of a transmission line 
develops a fault to earth there will be a very heavy 
flow of current along this conductor, and back 
through the earth to the transformer. This current 
is not balanced by currents of similar magnitude on 
the other phases and its magnetic field will therefore 
have very considerable intensity. This magnetic 
field will result in a longitudinal e.m.f. being induced 
in a parallel electric circuit. In particular a very 
considerable e.m.f. might be induced between a 
parallel communication circuit and earth, giving a 
risk of false operation of indicators, damage to plant, 
acoustic shock to operators, or even electric shock 
to operators or to workmen working on the line, 
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according to the magnitude of the induced voltage. 

The mathematical treatment is very complex and 
the formulae proposed, can only be applied in connec¬ 
tion with values of average earth resistivity either 
entirely hypothetical or deduced from the results of 
experiments in the locality concerned. Since values 
of earth resistivity measured in the vicinity of power 
lines in England have varied between 1000 ohms per 
cm. cube at Runcorn and 230,000 ohms per cm. cube 
at Shap, Cumberland, and, moreover, widely differ¬ 
ing resistivities might be met between the two ends 
of one power line, it is apparent that no mathematical 


treatment can give a close estimation of the degree 
of danger unless it is based either on measured 
values of earth resistivity in the locality or on 
geological data from which an approximate earth 
resistivity may be assumed. 

Curves are given in Fig. 1 showing the mutual 
induction in Henries x io -4 per Km between two 
parallel overhead circuits with earth return, for these 
two resistivities, calculated according to the formula 
now applied. The importance of the resistivity 
factor is evident. 

The Comite Consultatif Internationale (C.C.I.) in 


MUTUAL INDUCTION BETWEEN POWER & 
TELEPHONE LINES AT VARIOUS EARTH RESISTIVITIES 



Fig. 1 . 
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1925 recommended the adoption of a formulae derived 
by R. Rudenberg, used with an assumed earth 
resistivity of 20,000 ohms per cm. cube. This 
recommendation was adopted by the G.P.O. until 
I 9 2 9 * 

As a result of research in many places the C.C.I. 
in 1929 recommended the adoption of a formula 
derived by Pollaczek, and also the use of an assumed 
average earth resistivity of 4700 ohms per cm. cube, 
when no definite information regarding the actual 
resistivity was available. The formula of Pollaczek 
gives practically the same results as formulae derived 
by Carson in the U.S.A. Further details of the 
three formulae will be found in the Summary pre¬ 
pared by W. G. Radley, already referred to. 

The results obtained from the three formulae do 
not differ very materially when small separating 
distances and medium values of earth resistivity are 
considered, but the Rudenberg formula gives values 
which are too small when the separating distance is 
great or the resistivity of the soil is low. This was 
the reason why it was abandoned. The formula of 
Pollaczek is now in use. The formula is 


M 

where 


4 keV (| kx |) - j ker' (| kx |) 

' + 4 \k^\~ 

x = horizontal separating distance 


h = \/ 47 TCT • CD 

and keV ker' are functions given in tables in the 
British Association Report of 1915. 

An elementary conception of the inductive inter¬ 
ference between a straight power line with an earth 
fault on one phase, and a parallel communications 
circuit may be obtained, in non-mathematical terms 
as follows:— 

When an earth-fault occurs on one phase of a 
power line in a system working with an earthed 
neutral point, a fault current will flow outwards 
along the phase wires to the fault, and back, through 
the earth to the transformer. The magnitude of the 
earth current will depend on the electrical character¬ 
istics of the power line and the apparatus at both 
ends, and on the resistivity of the soil. The dis¬ 
tribution of the earth current through the earth, will 
depend on the resistivity of the soil. As a rough 
approximation, this distributed current may be con¬ 
sidered to have the same inductive eifect on a 
parallel electric circuit, as a current equal in magni¬ 
tude but concentrated in a path of small cross- 
section, at a certain depth, vertically below the 
power conductor. This is a somewhat similar con¬ 
sideration to the “ image conductor ” often adopted 
in electrostatic problems. The depth of the equiva¬ 
lent return path below the power conductor will vary 
with the resistivity of the earth, being greater at 
higher soil resistivities. 

Certain investigators suggest that the depth of the 
equivalent return path below the power conductor 
might be given by an expression of the form 
2.22 


sj 47 rcro) 


cm. 


where cr is the conductivity of the soil in C.G.S. 
units. This expression gives the depth of the 
equivalent return path as 1580 metres for a soil 
resistivity of 20,000 ohms per cm. cube and 766 
metres for a soil resistivity of 4,700 ohms per cm. 
cube. 

The “ equivalent earth plane M will be the hori¬ 
zontal plane drawn midway between the conductor 
and its “ image. ** 

The magnetic induction between the power line 
and the parallel communications line, can be con¬ 
ceived as the magnetic induction between two 
parallel coils of wire both perpendicular to and 
symmetrical about the equivalent earth plane. The 
one coil, consisting of the faulty power circuit and 
its “ image ” carries a current and induces an e.m.f. 
in the other coil, which is composed of the com¬ 
munications line and its “ image ” with respect to 
the same equivalent earth plane. 

It is a matter of elementary theory to show that 
the magnetic field surrounding two parallel wires 
such as the faulty phase wire and its “ image ” is 
represented by a system of co-axial circles. 

Fig. 2 shows the magnetic field around a phase 
wire for assumed depth of the equivalent ground 



CASE (III) DEPTH OF PLANE 1000 METRES . 


Fig. 2.—Distribution of Magnetic Field around a 
Single Conductor. 
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plane below the power wire of (a) 250 metres, 
(b) 500 metres and (c) 1000 metres. These three 
equivalent depths correspond roughly, according to 

2.22 

the formula Depth = — -. to average earth- 

V 47TO"OJ 

resistivities of 2,000, 8,000, and 33,200 ohms per 
cm. cube. The lines of force drawn have been 
chosen to represent the same value of total field 
strength at ground level in each case so that the 
diagrams illustrate two points :— 

(a) The magnetic field at any given conductor- 

position will increase with increase in the 
average earth resistivity. 

(b) An assumed higher value of earth resistivity 

will give a proportionately greater increase 


in the magnetic field at a distant point than 
at a point near the power line. This is 
apparent if the field strengths at points X and 
Y are compared in the three cases. 

The value of the mutual inductance is given by 
the integral of the magnetic field over the vertical 
plane between the conductor and its image, and thus 
the two points noted above are also found in the 
values of the inductance, but to different degrees. 

The curves in Fig. 3 give Mutual Inductance in 
Henries x io“ 4 per Km. of parallelism, calculated 
from the “ equivalent earth-plane theory ” for the 
three depths used above. 

The height of the power line above earth has been 
chosen as 20 metres and that of the telephone line 
as 10 metres, but for all practical cases the difference 
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Fig. 3 . 
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in height of these lines may be neglected and the 
formula reduces to 


M = log h 



henries x io~ 4 per Km. 


where D = depth of ground plane below power line, 
in metres 


and S = separation between the lines, in metres. 

These curves show that a higher soil resistivity 
results in increased induction and also that an 
increase in the average resistivity assumed, results 
in a much greater proportionate increase in the 
induction on a line at a wide separation than on a 
line more closely paralleled. 

A dotted line is given on the graphs in Fig. 3 
to show the mutual inductance calculated from 
Pollaczek’s formula for an assumed earth resistivity 


of 8,000 ohms per cm. cube. It will be seen that 
whilst this curve has a different slope from the full¬ 
line curve for D = 500 metres the difference be¬ 
tween the two curves is negligible for ordinary 
purposes. Hence it appears that if a depth of the 
equivalent earth plane could be arrived at in any 
particular case the simple theory would give calcu¬ 
lated results of the same practical value as the 
results of the more complex formula. 

The more exhaustive mathematical treatments 
consider the induction to be produced in two ways— 

(a) There is an aerial magnetic field set up around 
. the power conductor. The effect of this is 

small at all but short distances. 

( b ) The earth current sets up a magnetic field as 

well as a potential gradient due to the resist¬ 
ance of the earth path. 

For use in any practical problem, fundamental 
curves based on the formula of Pollaczek have been 
obtained. These are reproduced in Fig. 4 . They 
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Fig. 4 . 
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show mutual inductance in millihenries per Km. 
plotted on a basis of the factor io G a \/cr - /, where 
a = separating distance between power and 
telephone lines in metres 
cr = earth conductivity in C.G.S. units 
/ = frequency of power supply—50 in all 
normal cases. 

This expression contains the only variables likely 
to enter into practical problems, and when we have 
found values for two of the variables in any problem 
we can deduce from the fundamental curve a curve 
showing the variation of mutual inductance against 
the third variable. 

Normally we require curves of M against a for an 


assumed earth resistivity, or several earth resistivi¬ 
ties. These curves are obtained by tabulating : 
(i) values of a, (ii) corresponding values of 
io 6 a s/ o- • f • , (iii) values of M read from the funda¬ 
mental curves for values in (ii), and then finally 
plotting the values in column (iii) against those in 
column (i). 

As stated above, in general cases, an assumed 
earth resistivity of 4,700 ohms per cm. cube is 
adopted. Curves for the mutual inductance against 
separating distance as normally used in the calcula¬ 
tions are given in Fig. 5 . The range of separations 
10—10,000 metres covers all practical values. 

The method of making calculations in a practical 
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Fig. 5 . 
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case of parallelism between an overhead power line 
AB and an overhead communication route CD, 
Fig. 6, is as follows :— 

The power line is normally either straight or built 
in straight sections, whereas the communications 
route which is paralleled, follows a roadway and is 
by no means straight. The separating distance is 
therefore continually varying. 



Fig. 6.—Parallelism between Power and Telephone Lines. 

The two routes are plotted on 6" or i" ordnance 
maps. Ordinates are drawn perpendicular to the 
plan of the power line with this line as base, and 
such that every pair of consecutive ordinates cuts off 
an intercept on the plan of the telephone line, which 
is reasonably straight. The ordinates will not be 
equally spaced and must be taken sufficiently closely 
together so that consecutive ordinates do not differ 
greatly in length. With this proviso it is considered 
sufficiently approximate to take the geometric mean 
of two adjacent ordinates as being the average 
separating distance over the section of the parallelism 
included between those ordinates. The separating 
distances are then entered and further calculations 
developed in the form illustrated below. 


Separating Distance 
(Metres). 




Beginning 
of Section. 

End of 
Section. 

Mean 

(Geom.). 

M 

L 

M.L. 


The lengths of the ordinates in metres are tabu¬ 
lated in pairs in columns i and 2, the geometric mean 
of these values is entered in column 3, and the value 
of M (millihenries per Km.) read from the graph at 
the distance in column 3 is tabulated in column 4. 

The length included between the ordinates, 
measured along the base line is tabulated in column 5 
(in Km.) and the product of values in columns 4 and 
5 is entered in column 6. These values are the 
mutual inductances for the various sections and their 
arithmetic sum is the total mutual inductance for the 
whole parallelism. 

Assuming a value for the possible earth fault 
current and neglecting certain factors referred to 
later the calculation gives the voltage (E) which 
might be induced in the communication route from 
the formula E = <o(ML)I. 

It will be evident that the worst possible case has 
been considered, viz., a fault at one end of the power 
line fed from the power supply at the other end. 

Overhead E.H.T. power lines are usually equipped 
with a ground-wire on the top of the towers, of 
comparable gauge to the power conductors and in 
metallic contact with the towers. The latter are 
connected to earth plates at frequent intervals,— 
normally at every fourth tower. Hence the ground- 
wire will carry back to the supply station a certain 
part of the earth fault current. The earth fault may 
consist of (a) a short-circuit between a phase-wire 
and a tower, or (b) a short-circuit between the phase- 
wire and the ground, but if the power line is of 
reasonable length the current in the earth wire at a 
distance of a few spans from the fault will not be 
very different for faults of either character. The 
current returning through the earth wire will have 
a neutralizing effect on the magnetic field set up 
by the fault current in the phase-wire, and will also 
reduce the value of the current in the earth (allowing 
for phase differences). It is usual to assume that 
the effect of this is to reduce the calculated mutual 
inductance by one-third. Hence the elementary 
formula becomes E = w(ML)(fI) to allow for the 
effect of the earth wire. 

So far overhead wires on both lines have been 
considered. Wires in an underground telephone 
cable may also be affected although they will be 
shielded by the lead sheath of the cable, and its 
armouring, if any. The same type of calculation 
will apply since the formula takes no account of the 
height of induced wire above the ground. Pro¬ 
visionally it has been assumed that the shielding 
effect of a lead sheath may be allowed for by multi¬ 
plying the calculated inductance by 0.7. If the cable 
is armoured the factor is, at present, assumed to be 
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0.6. These values- may be altered as the result of 
investigations carried out recently by the Research 
Section and the E.R.A. 

Similar procedure is applicable to the calculation 
of the inductive interference likely to arise from an 
underground power cable. In such a case the 
sheathing and armouring of the power cable will 
carry a large proportion of the fault current and the 
hypothetical factor allowing for this is, at present, 
0.5. For a case of underground power cable parallel 
with underground telephone cable we must intro¬ 
duce the two factors 0.5 and 0.7 so that 
E = 0.5 x 0.7 w.(M.L)I 

Parallelisms with main routes are all considered 
at Headquarters in the manner outlined above, but 
a simplified procedure is followed in dealing with 
lines of shorter length. Calculations are not based 
upon the curves in Fig. 5 , but curves are used as 
shown in Fig. 7 . These curves give the values of 


The tabular method of calculation adopted in this 
case is similar to that in the preceding case, but 
arithmetic mean separation is considered sufficient 
instead of geometric mean to simplify the working. 
The headings for the table are shown on the graph 
and the total in column 6 is the hypothetically in¬ 
duced voltage. 

It remains to refer to protective measures which 
can be taken to reduce the risk of danger shown by 
these calculations. Modern developments have re- 
resulted in protective devices for E.H.T. Systems 
which will cut off a fault current in a very few cycles. 
There are also fuses now made which in experimental 
trials on 132 lev lines operated in .02 to .03 seconds. 
This time interval, although very short, is never¬ 
theless thought to be sufficient to give rise to danger. 
With lines of 33 lev or 11 lev it is possible to insert 
a resistance in the connection between the neutral 
point of the Star windings of the transformer and 



induced e.m.f. per yard at separating distances in 
yards, assuming an earth fault current of 5000 amps. 
This is an extreme value of fault current and was 
adopted to reveal for further consideration all cases 
in which minor overhead P.O. routes might be 
affected. 

The link between the curves in Fig. 5 and those 
in Fig. 7 is obviously the formula E = wML(fl) 
since allowance has been made for the effect of the 
earth wire. 


earth so designed as to limit the earth fault current 
to a value which, on the basis of the calculations, 
will not induce more than 300 v. in the parallel over¬ 
head wire. With the 132 kv lines, however, such a 
method of treatment is impossible and protection 
must be applied to the communication route which 
is endangered. The lightning arrestors provided 
at the terminations of overhead wires will operate 
at about 500 v., but experiments have shown that 
these do not afford sufficient protection even for the 
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terminal apparatus. Further protection could be 
afforded by converting all overhead circuits into loop 
circuits, abandoning any single wire telegraphs, 
phantom circuits, or superposed telegraphs and to 
arrange for A.C. signalling instead of D.C. working. 
These loop circuits would be divided into separate 
physical lengths by the insertion of i : i screened 
transformers such that the induced voltage along 
each length would not exceed 300 v. Such a 
measure would introduce very difficult constructional 
and maintenance problems and as a general measure 
would be found impracticable. 

An improvement in conditions can obviously be 
obtained by laying underground cables to replace 
the overhead routes. If the normal lead-covered 
cable is still endangered additional protection can be 
given by using armoured cable or laying cable in 
iron or steel pipe. It has also been suggested that 
copper tapes should be wrapped around the cable 
core under the lead sheath to increase the inductance 


and reduce the resistance and thus further shield the 
conductors. 

Before such protective measures are adopted it 
will, of course, be necessary to examine the case of 
suspected possible interference very closely either by 
experimental currents in the power line after its 
erection or by making an extensive series of earth- 
resistivity measurements and repeating the pre¬ 
liminary calculations on a basis of these values in¬ 
stead of on the assumed basis of 4,700 ohms per cm. 
cube. 

This article does not attempt to add materially to 
the exhaustive theoretical studies referred to in the 
earlier paragraphs, but it explains briefly how the 
danger of inductive interference arises and how the 
problem is dealt with in the P.O. Engineering De¬ 
partment. It is hoped, therefore, that it will be 
found useful by those officers of the Department who 
wish to have a knowledge of the methods of treat¬ 
ment now in use. 


Telegraph and Telephone Plant in the United Kingdom. 


TELEPHONES AND WIRE MILEAGES. THE PROPERTY OF AND MAINTAINED BY 
THE POST OFFICE IN EACH ENGINEERING DISTRICT AS AT 3 ist MARCH, 1933. 


No. of 
Telephones 
owned and 

Overhead Wire Mileages. 

Engineering 

Underground Wire Mileages. 

maintained 





District. 





by the 

Telegraph. 

Trunk. 

Exchange. 

Spare. 


Telegraph. 

Trunk. 

Exchange. 

Spare. 

Post Office. 










793,806 

599 

8,838 

42,143 

3,035 

London 

42,539 

189,768 

3 , 522,340 

155 , 5*5 

94,990 

1,962 

19,289 

44.125 

5 ,i 75 

S. Eastern 

4,186 

5 I , 95 ° 

348,312 

43,607 

110,701 

4.194 

36,374 

67,341 

4,858 

S. Western 

24,114 

33,949 

278,472 

67,259 

75.309 

4,689 

40,261 

64,662 

8,551 

Eastern 

i 8,977 

56,338 

157,522 

46 , 73 * 

121,480 

7.314 

51.887 

5 2 .673 

6,223 

N. Midland 

3 L 3 oi 

138,047 

325,790 

63,211 

96,628 

4> I0 3 

32,268 

62,136 

2,974 

S. Midland 

16,556 

52,857 

287,102 

75,924 

67,802 

3.419 

30,961 

52,848 

5,538 

S. Wales 

7,317 

44,818 

164,616 

47,832 

132,990 

6,572 

30,078 

55.279 

5 , 5*9 

N. Wales 

16,073 

70,116 

423,606 

110,567 

I 79 » 4 I 3 

866 

11,742 

24,893 

5.945 

S. Lancs. 

13,623 

117,089 

628,751 

79 , 3 o 6 

112,094 

5.054 

30,002 

37 . 101 

7 , *77 

N. Eastern 

19,630 

77,121 

323,720 

44,961 

74,269 

4 » I 4 I 

22,698 

26,084 

5,*89 

N. Western 

5,890 

48,705 

238,049 

54,223 

57,080 

2,083 

16,987 

21,307 

4,382 

Northern 

9,736 

39 , 7*8 

183,372 

36,325 

28,254 

3.382 

11,219 

H .554 

781 

Ireland N. 

526 

4,265 

65,401 

6,288 

8 i, 5 M 

4 * 7 2 3 

32,490 

39,012 

2,631 

Scotland E. 

9,659 

41.387 

179,056 

33,796 

104,090 

5.589 

24,280 

30,616 

1,984 

Scotland W 

10,992 

43 , 75 * 

257,509 

38,354 

2,130,420 

58,690 

399.374 

63 U 774 

69,962 

Totals. 

231,119 

1 , 009,879 

7,383,618 

903,899 

2,114,126 

58,928 

403.527 

625,782 

65,898 

Figures as at 
31 Dec., 1932 

231,688 

954-*55 

7,3*7,598 

| 916,087 
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Recent Developments in the Design 
of Loading Equipment for Junction Cables 

A. O. Gibbon, M.I.E.E., and W. H. Brent, B.Sc. (Hons.). 


I MPORTANT developments are being introduced 
in connexion with junction cable loading equip¬ 
ment and it may be of interest to readers of 
The Post Office Electrical Engineers' Journal to 
examine the factors influencing these changes, 
also to discuss the uses to which the developments 
are being applied. The changes that are being made 
in loading coil design may be traced to a variety of 
causes; there has been considerable research work 
associated with the properties of materials used in 
the make-up of coils; much attention is being given 
to the need for higher standards of transmission in 
telephone networks; there have also been investiga¬ 
tions made in simplification of manufacture, reduc¬ 
tions in over-all dimensions of loading units, and a 
general review of the economics of the subject from 
an installation engineer’s point of view. 

Research work on loading has been responsible 
for the production of alloys of greatly improved per¬ 
meability at low flux densities. Probably the most 
outstanding advance in this direction in recent years 
has been concerned with the loading of trans-oceanic 
telegraph cables. The loading of these submarine 
telegraph cables was effected by the use of Perm¬ 
alloy wire applied continuously round the cable con¬ 
ductors and this method of loading resulted in a 
remarkable increase in the speed of working of tele¬ 
graph circuits associated with such cables. It 
was a natural development that Permalloy and 
similar materials should be considered for use in con¬ 
nexion with the coil loading of telephone cables. 
Experiments have also been made in the use of 
chopped wire, iron dust, or of specially prepared 
powdered alloys, in the construction of suitable 
cores for loading coils. These preparations are 
formed into suitable cores under pressures of the 
order of 50 tons to the square inch and, as a 
result of the separation of the particles com¬ 
posing the core, have considerably decreased 
hysteresis losses, which normally show up in the 
form of increased coil resistance to the passage 
of alternating currents of speech frequencies. In 
addition to the advantages gained from the reduc¬ 
tions in size and weight of the core made up from 
one or other of the alloys or materials referred to 
above, there is less likelihood of permanent mag¬ 
netization taking place in the core. 

Turning to the transmission aspects of loading of 
telephone cables, the general policy adopted by the 
British Post Office is to provide circuits in under¬ 
ground cables for minor trunk, and important 
junction purposes made up of light gauge con¬ 
ductors. Arrangements are made for these cables 
to be coil loaded and for amplifiers to be applied at 


definite intervals for two- or four-wire working. 1 
These circuits are required mainly for service be¬ 
tween large centres, and the constructional arrange¬ 
ments have followed one or other of the following- 
methods :— 

(a) The drawing-in of lead covered cables into 

conduits and the provision in manholes of 
loading units of the ordinary cast-iron type. 

(b) Armoured cable laid direct in the ground and 

the provision of buried types of loading coil 
pots. 2 

(c) Aerial cables in conjunction with a pole 

mounted type of loading coil unit. 3 

The types of circuit referred to above replace the 
40 lb. or 70 lb. loaded cable conductors employed 
hitherto. 

In London, and also in large provincial centres, 
there are numbers of short Trunk, Toll and Junction 
circuits carried in 20 lb. or 40 lb. conductor cables. 
These cables have not been loaded up to the present 
time, as they have been used for lower grade circuits. 
The introduction of Voice Frequency Key-sending in 
London has called for a large amount of re-routing 
of circuits via these cables, and the up-grading of 
the circuits has become necessary. The provision of 
loading coils in such cases greatly depends upon 
whether the coils can be supplied and fitted 
economically, having regard to the fact that in the 
majority of cases the cables concerned are in position 
in congested manholes. 

Schemes for the loading of the undermentioned 
cables have been authorized initially, viz. : Tandem 
—Lee Green, Tandem—Livingstone, Tandem— 
Edgware, Kensington—Waxlow—Hounslow, etc., 
and arrangements have been made to introduce 
coils of special type for the purpose. As a 
result of the specialised application of loading 
to the cables referred to, it has been found 
possible to modify the standard electrical require¬ 
ments of loading units in order to suit particular 
cases, and there are now three Post Office specifica¬ 
tions 4 in operation which cater for Main Trunk, 
Minor Trunk, and Junction or Toll circuit loading. 
These are referred to as A, B and C type coils re¬ 
spectively, and Table I has been extracted from the 
specifications in order to show the effect upon a 
particular value of coil (120 Millihenries). The diff¬ 
erences are chiefly noticeable in the resistances of 
the coils to direct current, and also to alternating 
current of speech frequencies; a lower ratio of in¬ 
ductance to resistance is allowed in the case of the 
B and C type coils compared with the previously 
existing A type of coil. The same standards of 
capacity balance and inductance variations, which 
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affect interference or cross-talk between circuits, are 
however maintained for the A and B types, but for 
the C type, wider inductance limits are permitted 
between the two line windings of a coil. 


Table I. 

COMPARISON OF ELECTRICAL CHARACTERISTICS. 


Coil. 

Standard 

Inductance. 

D.C. 

Resistance 
at 6o°F. 

Effective A.C. Resistance. 

800 p.p.s. 

1800 p.p.s. 


Milli¬ 

Maximum 

Maximum 

Maximum 


henries. 

ohms. 

ohms. 

ohms. 

Type A 

120 

5*7 

7.0 

9-5 

Type B 

120 

7.8 

9.0 

12.2 

Type 0 

120 

10.2 

11.8 

14.6 


[Since writing the article, new specifications have 
been introduced, re-grading the types of coils shown 
in Table I. Under the new arrangement, there will 
be a coil of better electrical characteristics than the 
A type, viz., Grade i for Major Trunk circuits; 
Junction circuits will be loaded with Grade 3 or 4 
loading coils, the latter corresponding fairly closely 
to the C type referred to in this article. See also 
B.P.O. Specifications 522, 523, and 524.] 

It is of interest, at this stage, to examine the 
effects of the modifications referred to in Table I 
upon the volumes of the coils and some comparative 
figures for B and C type coils expressed as percent¬ 
ages of the volume taken up by the particular A-type 
coil of the firm referred to are given in Table II, 
the same type of core being assumed in each case. 
The weight naturally follows volume, but some data 
as regards weight will be given later, when con¬ 
sideration is given to the assembly of coils in the 
pot as a complete unit. 


Table II. 

COMPARISON OF COIL SPACE. 


Coil. 

Standard 
Telephone & 
Cables, Ltd. 

Salford 

Electrical 

Instru¬ 

ments, 

Ltd. 

(G.E.C.) 

Siemens 

Bros. 

Automatic 

Electric 

Co. 

Type A 

100% 

ioc% 

100% 

100% 

Type B 

3 °% 

33 % 

22% 

76% 

Type C 

17% 

20% 

18% 

42% 


Actually the dimensions of a C type coil are of 
the order of two inches in diameter and slightly less 
than one inch in height, the values varying with the 
different manufacturers. 

The effect of these considerations upon buried 
type loading coil pots for use in association with 


armoured cables has already been described in this 
Journal 2 and, in the article referred to, attention was 
chiefly directed to the accommodation of the cable 
joints, without resorting to the building of man¬ 
holes, also to the relations of cable jointing space 
to loading coil space. The conditions usually met 
with in the case of junction loading are somewhat 
different, inasmuch as manhole accommodation, 
although often congested, is generally available. 
The provision of manhole space leaves the engineer 
free to deal with the cable joints as a matter more 
or less separate from that of the best accommoda¬ 
tion of the coil case. The cable joints to and from 
the coils must be accessible, whilst the leading 
units may be placed in unobtrusive positions. In 
this way the most efficient use can be made of the 
space available in a manhole; frequently in a 
chamber which was not intended to house loading 
coils. The manufacturers concerned in the supply 
of loading pots, in co-operation with Post Office 
engineers, have tackled the problem of housing 
units for junction loading in existing manholes in a 
variety of ways. It is proposed to give a brief 
description of the different methods adopted and to 
comment upon the arrangements made by the 
manufacturers in dealing with a new technique in 
underground cable work. 

It will be obvious that the C type coils could be 
accommodated in a cast iron pot in precisely the 
same manner as is done in standard trunk loading 
practice. This method is well known and need not 
be enlarged upon in this article. The only difference 
would be that if cast iron were used to house the 
pots, a case of smaller dimensions would be 
employed. Investigations have been made with the 
object of breaking away from the cast iron case 
design and to search for other and more convenient 
forms. The first and most important step was made 
by abandoning the use of cast iron as the protecting 
cover. Such a casting as this has to be manufac¬ 
tured f inch to J inch thick to ensure that a good 
material is obtained, free from blowholes and other 
sources of weakness, and strong enough to stand a 
minimum internal pressure of 20 lbs. per sq. in., 
before issue. A casting of this order is unduly 
heavy. Further, the proper securing of the lid of 
the C.I. case necessitates the provision of a large 
flange joint between case and cover which adds to 
the overall dimensions and mitigates against the 
efficient utilisation of manhole space. 

One disadvantage of the cast iron type of loading 
coil pot is the difficulty encountered in obtaining 
complete immunity from moisture. When the 
molten iron passes into the mould through the 
narrow space around the large sand core, slag tends 
to gather, or bubbles of vapour to become trapped, 
leaving minute paths for the ingress of water when 
the casting cools. It is therefore necessary to 
thoroughly test each cast iron pot under air or water 
pressure in order to detect and repair any leaks, and 
this process presents some difficulty. Nevertheless 
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some defects remain and these are filled in with 
Dr. Angus Smith’s compound, which is applied to 
the whole of the external surface to render it less 
liable to corrosion. 

Another weakness is the joint between the body 
of the case and the cover, since it is almost 
impossible to secure a joint that will be thoroughly 
watertight under extreme variations of temperature 
and atmospheric pressure. A bolted flanged joint 
with machined surfaces and a copper gasket, coated 
with red lead, is usually fitted, but as this may not 
remain moisture-tight for any period of time, the 
real seal at this point is secured by means of a 
tongue and groove filled with a packing material, 
such as Asphaltum. Further sources of weakness 
are the nipples, to which the stub cables are wiped. 
These nipples are merely threaded into the cover plate 
and are liable to develop leaks, especially after the 
stub has been wiped to the nipples. 

Welded sheet steel casing offers a direct answer 
to these disadvantages, in that such a material can 
be used with a thickness of not more than ^ inch, 
affording ample strength and reliability; the steel 
welding also avoids the need for a heavy flange joint. 
Moreover, the sheet form of construction is more 
amenable to the work and it can be fashioned to 
conform closely to the shape of the assembled coils 
which are to be enclosed. As would be expected, 
therefore, welded steel cases have been designed by 
all the loading coil manufacturers and at present 
actual pots of this type are being supplied by the 
different companies for the loading of junction 
cables. A pot of this type, manufactured by the 
Automatic Electric (late A.T.M.) Co. is shown in 
Fig. 1 . The shape is a compact one, considering 
that the case contains 256 coils. A detailed photo¬ 
graph of the top of the pot is given in Fig. 2 . 

Typical dimensions of welded steel pots are given 
in the following table :— 


Table III. 

TYPICAL DIMENSIONS OF WELDED STEEL 
LOADING COIL CASES. 


Manufacturer. 

Coils 

(Maxi¬ 

mum). 

Breadth. 

Depth. 

Overall 

Height 

to 

Bracket. 

Salford Electrical 


inches. 

inches. 

inches. 

Instruments, Ltd. 
(G.E.C.) 

256 

iof 

io| 

26^ 

Standard 

2 54 

204 

— i 7 

3 'h 

Telephones & 

Cables, Ltd. 

150 

9 f 

(Circular 

?§ 

Section) 

361 

Siemens Bros. 

256 

n 

11 

3 2 


12S 

105 

10b 

22 

Automatic Electric 
Company. 

256 

11 

11 

33 


Messrs. Standard Telephones and Cables, Ltd., 
have also put forward a welded steel cased unit con¬ 



Fig. 1.—Welded Steel Loading Pot (Automatic 
Electric Co's Design). 



Fig. 2.—Detail of Top of Loading Pot (Automatic 
Electric Co's Design). 

taining 100 coils, the depth of the case being only 
4^ inches, the other dimensions being 1 ft. 2 inches 
in breadth and 2 ft. 10 ins. in height. In this pro¬ 
posal, a number of these units colloquially referred 
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to as “ suit cases,” were intended to be placed 
around the walls of a manhole for loading a cable 
on a “ Unit ” principle. 

The square or rectangular section of case is a 
convenient shape and allows the unit to stand against 
the wall of the manhole, avoiding interference to the 
gangway. In the case of one manhole surveyed for 
this type of loading, the manhole measured 4 ft. 
wide, 7 ft. long, and 6 ft. 6 ins. high; the cables 
from 12 duct ways were jointed across one half of 
the available space of the manhole, leaving a clear¬ 
ance of approximately 18 inches in which to place a 
coil case. With the dimensions of the loading case 
offered by the manufacturers, the placing of the unit 
in the manhole did not present a difficulty, but 
another problem arose, namely, that of jointing the 
junction cable to the coils. It was calculated that 
the lengths of stub cable required to connect the 
cable to be loaded, with the pot in the chosen 
position, would be 8 ft. and 17 ft. respectively. The 
8 ft. length can be provided, but the provision of a 
17 ft. stub cable is impracticable, especially in view 
of the fact that a 254 pair cable is concerned. In 
such eventualities there is no alternative but to have 
a standard length of stub (six feet) and to joint in 
an extra cable length to connect to the main cable. 
On account of the lack of choice in the positioning 
of the pot, it is apparent that it will be an advantage 
if, in making the preliminary survey of the man¬ 
holes, some note is made of any cases where an extra 


2 or 3 ft. (or more if the stub cable is of small 
diameter) on the standard length, will save an 
additional joint. An alternative arrangement, which 
has not yet been fully investigated, is the designing 
of a loading pot of wide and flat dimensions, say, 
not more than 1 foot in height, which may be suit¬ 
able to insert on the floor of the manhole underneath 
the run of the main cables. 

As will have been gathered, the use of welded 
steel will lead to considerable reductions in weight 
of the complete assembly of container and coils. 
The reduction is striking. As an example, the first 
coil case whose dimensions are given in Table III, 
namely, the 256 coil pot of the Salford Electrical 
Instruments, Limited (G.E.C.), weighs 240 lbs., or 
just over 2 cwt. A standard design of cast iron 
case, containing the same 256 coils, and made by 
the same firm, weighs 560 lbs. or more than twice 
as much as the welded steel type. Fig. 3 illus¬ 
trates cast iron and welded steel designs of loading 
pots of equal capacity, which have been manufac¬ 
tured by the G.E.C. 

In choosing new materials for the construction of 
the coil cases, an essential requirement is that 
corrosion effects must be kept to a minimum. Con¬ 
sideration has been given to the use of stainless steel, 
such as, for example, chromium steel of 18% 
chromium and 8% nickel, which would reduce corro¬ 
sion to a negligible amount. This- material is expen¬ 
sive, being considerably mojre costly than mild 



Fig. 3.—Illustration of different Loading Units for C Type Coils (Salford Electrical 

Instruments, Ltd., G.E.C.). 
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steel. The application of an efficient protective 
coating to the welded steel case is a more economical 
proposition. Thus, the present type of welded steel 
pot is being supplied heavily tinned over the whole 
surface and finished with two coats of bitumastic 
paint. Also a suitable footstool iron bearer 3 inches 
in height is being provided with the pots, to raise 
them out of the layer of mud which may sometimes 
accumulate on the manhole floor. 

The standard procedure is followed for drying the 
completed case under vacuum, with the filling plug 
removed and the ends of the stub cable left open. 
Finally, the interior is filled up with a moisture 
resisting compound and, after the filling cap has been 
screwed down and soldered in place, the whole case 
is given two coats of bitumastic paint. 

One of the first designs considered for con¬ 
veniently accommodating the coils was based on the 
idea of an “ enlarged joint.” Where a few circuits, 
such as music circuits provided for the British 
Broadcasting Corporation have to be loaded at 
certain points the coils have sometimes been inserted, 
together with the usual cable wire joints, in a slightly 
larger lead jointing sleeve. 

It was in order to investigate fully this departure 
from standard design that Messrs. Standard Tele¬ 
phones and Cables, Ltd., offered a “ Torpedo ” type 
of case to take the place of one of the floor type of 
pots to be supplied on the Kensington-Edgware 
cable. As 225 junction circuits were to be loaded 
with C type coils at each point, it will be realised 
that to accomplish this successfully, certain difficul¬ 
ties had to be overcome. Fig. 4 is a photograph 



Fig. 4.—Standard Telephones and Cables Co's 
“ Torpedo ” type of Loading Coil Unit. 


of the unit as issued from the company’s factory; 
it will be seen that the case consists of a lead cylinder 
with end pieces, which are conically shaped for 
strengthening purposes and out of which the con¬ 
necting leads are brought. The cylinder contains 
the coils, which are mounted in 8 columns about 
one centre column, and the coils are held rigidly 
together by a ” spider ” at each end. The diameter 
of the cylinder itself is 9J" and the length of the unit 
is 3 feet 6 inches overall. As regards weight the 
torpedo design is approximately 200 lbs., compared 
with 800 lbs. for a C. I. case design offered under the 
same contract, or 1160 lbs. for a C.I. case containing 
B type loading coils. A novel feature of the torpedo 
design is the method adopted for jointing the coils 


in circuit with the cable. The coil leads are biought 
out at each end by means of textile covered wires, 
specially impregnated, to render them capable of 
maintaining their insulation throughout the time 
required for jointing. The leads are seen enclosed 
in rubber tube sheathing for transport from the 
factory, and the installation is carried out by first 
threading the wires through lead tubes previously 
bent at the factory to the configuration required. 
The lead tube is solder-wiped to its conical end and 
a sleeve joint made between the tube and the cable, 
when jointing is complete. In the most convenient 
arrangement, one cable joint may be located above 
the pot and one below, or, as in the case of the 
unit installed in the Maida Vale manhole, both joints 
may be placed underneath, as illustrated in Fig. 5 , 



Fig. 5.—“ Torpedo ” type of Loading Coil Unit in 
Maida Vale Exchange Manhole. 


which shows the torpedo unit fitted on special bearers 
and the tubes bent round for the two joints to be 
carried on the lower brackets of the bearer. One 
advantage of this type of construction is that ease 
of transport is afforded, because the rubber-cased 
leads are fixed close to the body of the pot; this 
arrangement also allows the units to be lowered 
through any manhole cover or shaft not originally 
built for the accommodation of loading coil pots. 
The use of the torpedo type of case demands that a 
special survey be made of the manholes to determine 
within narrow limits where the pot, each of its joints, 
and the special bearer are to be placed. 

The G.E.C. were also pioneers in this torpedo 
design of pot and this was developed from their 
special unitary system of manufacture. A descrip¬ 
tion of the internal construction of such a pot is 
given below. The coils are in separate long steel 
tubes of square section, the side of which is slightly 
greater than the diameter of a single coil, and the 
leads to the coils are taken down the corners of the 
square. Each steel tube is filled with compound 
after the coils have been put in, and each tube of 
coils is replaceable without disturbing the coils in 
the other tubes. The original design had 18 coils 
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Fig. 6.—Siemens Brothers' Unit System of Loading. 


encased in a square section sheet iron tube fitted 
with an ebonite plate at each end, and the quadded 
connecting wires were taken through holes in the 
plates. Such units can be enclosed in an enlarged 
cable joint. A modified design, based on this 
principle, had 20 coils enclosed in a square section 
iron tube covered with lead, and was fitted with 
stubs at each end. A third development had four 
of these units, each holding 32 coils in a brass con¬ 
tainer, stacked into a square tube covered by a thick 
lead sheet and fitted with stubs. 

Messrs. Siemens Bros, proposed a “ Unit ” 
system of loading, preferring to secure ease of 
handling and support of the coil con¬ 
tainer, at the expense of a slight com¬ 
plication of the cable jointing arrange¬ 
ments. As a maximum size of unit, 
one containing 60 coils is in mind 
under this scheme, and the type is a 
lead cased one having the 60 coils 
arranged in horizontal columns of 15 
coils each, to give a square section 
with sides 5^ inches overall. A unit 
would be provided with a stub cable at 
each end for the in and out wires 
respectively, and the full loading of a 
cable would be obtained by connecting 
to the main cable, by means of multiple 
plug joints, as many units as are re¬ 
quired. This idea is well illustrated 
in Fig. 6 which is a photograph taken 


of three 30-coil units as 
they would be mounted on 
the cable brackets. Those 
shown in the figure are 
actually some of the units 
supplied for the initial load¬ 
ing of 30 pairs of the Dudley- 
YVolverhampton 104 pr/40 
lb. cable, the stubs in the 
case of this cable being led 
into a single joint of the 
subsidiary cable type, with 
the unloaded pairs taken 
straight through. It will 
be appreciated that this 
method of building up with 
units offers a convenience 
for economically deferring 
part of the loading until the 
incidence of traffic neces¬ 
sitates the provision of more 
loaded pairs. 

As regards weight, the 
Dudley-Wolverhampton 30- 
coil units weigh only 36 lbs., 
the dimensions being 2J 
inches high, 5-J inches broad 
and 19 inches long, the units 
are easily accommodated on 
the standard cable bearers 
and thus no abnormal provision of bearers is 
required, beyond that of obtaining one iron cross¬ 
support with a lead sheet cover to go between the 
brackets for each unit. 

Details of the Siemens type of double-ended load¬ 
ing case are shown in Fig. 7 . The welding of the 
lead sheet, also the internal strengthening arrange¬ 
ments of the case are clearly seen in the figure. 

If manholes have to be built, as was the case with 
the Dudley-Wolverhampton cable, there being no 
existing manholes at or within a permissible distance 
of the loading points, the regulation size of loading 
manhole is not required to house these small units, 


F IG . 7.—Details of Siemens type of Lead-covered Loading Units. 
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and the dimensions of an R.C.F. 2 type manhole, 
namely, 4 ft. 3J inches long by 3 ft. 6 inches wide 
by 5 ft. high are quite suitable, if there are only a 
few local cables running through the same duct 
route, thus reducing building costs to a minimum. 
The overall length of wall space occupied by the 
units described in the photograph is just over 4 ft., 
the vertical height being approximately 2 ft. 6 inches. 
The arrangement can moreover be varied; for 
example, one or all of the units might be placed 
above the cable joints or, if necessary, two units 
placed on one bracket side by side. This des-gn of 
double-ended lead cased coil container, has also 
been authorised for the loading of 6 pairs in the 
St. Albans-Welwyn cable. 

Another “ Unit ” system has been suggested by 
the G.E.C. incorporating a different design of coil 
case. The maximum capacity of a unit in this 
scheme is 128 coils and these would be housed in a 
vertical case with a single stub carrying the in- and 
out-quads, rising out of the top from a pyramidal 
termination. Fig. 3 shows two of these “ units ” 
with a combined capacity of 250 C type coils, to¬ 
gether with a welded steel pot (centre) and a 
standard cast iron manhole type pot (left), each of 
250 C type coil capacity. The internal construction 
is the special unitary one described earlier. The 
original design had four of the square tube':, each 
holding 32 coils, held in a brass container, with a 
thick lead sheet covering all. One experimental 
design had no stub cable, but was provided with a 
pyramidal joint cover which could be slipped over 
the cable and replaced over the wire joints and 
sealed by solder wipes. As this association of the 
joints with the loading pot necessarily departs from 
the principle of having the cable joints in a part of 
the manhole which is most accessible, and the pots 
in another out-of-the-way position, a design was pre¬ 
pared having these joints made in the factory and 
provided with a stub cable. Also, to reduce the 
overall height, nine steel tubes each containing a 
smaller number of coils, were substituted for the 
four tubes, producing the units shown in Fig. 3 . 
These units are 7f inches square and 2 ft. 2 inches 
in height. 

Fig. 8 shows the way in which two 125 coil units 
would be used for loading a 250-pair junction cable; 
a typical city manhole, 7 ft. long by 4 ft. wide, 
already containing two standard pots, being assumed. 
It will be seen that the units fit in to the corners of 
the manhole and the single stubs, of the same size 
as the main cable as they carry both in- and out- 
wires, are in this scheme brought up to a multiple 
joint. This system involves the construction of a 
multiple plug joint, but by equally dividing the load¬ 
ing between two units in this way, a uniform joint 
is obtained with the in-wires of one unit doubled 
back in one half of the sleeve and the out-wires of 
the other unit doubled back to the single stub in the 
other half, the remaining joints being made straight 
through the sleeve. Any unloaded pairs can of 


course be taken straight across and the method lends 
itself readily to the partial loading of a cable. The 
units are portable and can be lowered by means of 
a rope sling without tackle, a 128 coil unit weighing 
only 130 lbs. The units can be installed in any 
position, vertically in a corner, or horizontally on a 
wall at right angles to the lay of the cables. Further, 
in the event of a fault, replacement of a unit can be 
made without disturbing half of the circuits in the 
cable, a remark which applies equally to the Siemens 
unit system. Also, if a definite series of units from 
128 coils downwards were held in stock by the Stores 
Department, no time would be lost in carrying out 
such a replacement. At the present time 104 coil 
units of this type are being installed on the New 
Cross-Hither Green junction route. 
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Fig. 8.—Salford Electrical Instruments 
(G.E.C.) Unit System of Loading. 

In addition to the designs of case described above, 
investigation is being continued in other directions, 
and interesting developments may take place, 
although care has to be exercised not to allow too 
great a diversity of detail to be applied. For 
example, the buried type of pot, with its absence of 
stub cables may, with certain modifications, be 
found adaptable for manhole work under the con¬ 
gested conditions described in this review. The 
object of this article is to give a general impression 
of the way in which the requirements of junction 
cable loading are being dealt with. The departure 
from “ cast iron ” methods of case construction has 
effected substantial reductions in weights of loading 
units; this has in turn facilitated transport and made 
handling on site more convenient. One of the most 
important results of the new loading design is con- 
















































n 4 


DESIGN OF LOADING EQUIPMENT FOR JUNCTION CABLES 


cerned with the housing of a large number of coils 
in existing congested manholes in the London area, 
where, under loading practice current only two or 
three years ago, extensive rebuilding and consider¬ 
able additional expense would have been involved. 


1 I.P.O.E.E. Paper on “A Trunk Telephone Re¬ 
organisation Plan.” J. S. Elston. October, 
I 93 I * 


2 J.I.P.O.E.E. “ Buried Loading Coil Pots.” 

W. H. Brent. July, 1932. 

3 J.I.P.O.E.E. “ Trunk Line Aerial Cable Con¬ 

struction.” G. W. Cradduck and W. H. Brent. 
October, 1931. 

4 B.P.O. Specifications 471, 500 and 508. Now 

replaced by Specifications 522, 523 and 524 
(May, 1933). 


The New Agreements for Wayleave and Maintenance 

of P.O. Plant on Railways 


I N the near future new agreements with the four 
Group Railway Companies will come into force 
which will supersede, with one or two exceptions, 
all existing agreements and arrangements which 
have hitherto governed the construction and main¬ 
tenance of telegraph and telephone plant on the 
different sections of the Companies’ undertakings. 

Every Supernitending or Sectional Engineer will 
doubtless be familiar with the difficulties encountered 
in the past in deciding the precise wayleave and 
maintenance rights of the Post Office on the 
particular piece of railway property on which it was 
desired to place new plant, the particular form which 
should be used in acquainting the Company con¬ 
cerned of his proposal, and whether or not payment 
should be offered. Similar difficulties, too, were 
experienced by the Companies in dealing with the 
matter from their side. 

With the amalgamation of the original Companies 
into Group Companies under the Railways Act, 1921, 
and consequent concentration of the working of the 
systems and gradual dispersal of the local staffs of 
the old Companies, these difficulties were accentuated 
and it soon became evident that a radical change 
of practice was necessary to prevent delay to Post 
Office works. Such a change could not, however, 
be brought about until the matter had been carefully 
examined from every aspect, not only by the Post 
Office, but also by the Companies. 

As an initial step the Telegraph Superintendents 
of the Group Companies were sounded informally on 
the subject of introducing uniform arrangements 
throughout each Group system and were found to be 
strongly in favour of this. The exact form which 
the formal proposals to the Companies should take 
was then considered by a Departmental Committee, 
representing the Secretary, the Comptroller and 
Accountant General, and the Engineer-in-Chief, 
which reached the conclusion that uniformity of 
procedure could be secured only by making the 


Postmaster-General’s rights of wayleave, construc¬ 
tion, and maintenance uniform throughout each 
Railway system and by abolishing individual pay¬ 
ments for items, and that this would involve the 
cancellation of existing agreements and the sub¬ 
stitution of a new comprehensive agreement with 
each Company, which would provide, inter alia, for 
an inclusive annual payment covering all facilities 
for wayleave, waiver of maintenance, etc., for which 
the Companies were entitled to claim payment under 
the existing agreements. To make a proposal on 
these lines sufficiently attractive to the Companies, 
the Committee considered that the Post Office should 
offer to surrender its exclusive rights of wayleave 
and its rights of free conveyance, and to make 
certain concessions in the matter of the incidence of 
cost of alterations; it should also agree to a restric¬ 
tion of its rights of construction and maintenance on 
“ Interregnum ” and post 1878 railways. In return, 
it was to be expected that the Companies would be 
prepared to give the Post Office a general right of 
construction and maintenance for lines of greater 
length, perhaps up to a mile, in place of the right 
up to a quarter of a mile conferred by the Telegraph 
(Construction) Act, 1911. 

It was proposed to make the annual inclusive pay¬ 
ment revisable at intervals of five years, the basis of 
revision to be the actual mileage of Post Office wire 
on the Company’s entire system. The payment was 
not, however, to cover maintenance performed by 
the Companies, which was to continue to be paid for 
on the basis of the actual mileage of wire and 
apparatus maintained, the rates of payment to be 
revisable at the same intervals as the inclusive “ way- 
leave ” payment. 

The Heads of Agreement prepared by the Com¬ 
mittee were approved by the Department and were 
accepted by the Railway Companies as a suitable 
basis of discussion with a Committee which they 
appointed for the purpose. Various meetings were 
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held with this Committee and, as a result, the form 
of a model draft agreement covering the whole field 
of the Department’s relations with the Companies 
in the matter of telegraphic lines was eventually 
settled and all rates of payment agreed which were 
common to the four Companies, including percentage 
additions to their labour charges in accounts against 
the Department. The settlement thus reached, 
which was approved both by the General Managers 
of the Companies and by the Post Office, differed 
somewhat from the original Post Office proposals, 
but chiefly in the form of enlarging the scope of the 
arrangement. In particular, at the suggestion of 
the Companies, the annual inclusive wayleave pay¬ 
ment was to be fixed once and for all and would be 
subject to revision only in the event of the value of 
the Post Office rights being materially lessened by 
action on the part of a Company. 

Apart from the conclusion of the necessary formal 
agreements, the only matter left unsettled was the 
negotiation with the individual Companies of the 
inclusive annual payments which were to replace the 
various existing payments for wayleave, waiver of 
maintenance, etc., and this was also successfully 
carried out by means of personal discussion with 
representatives of the Companies. 

The chief provisions of the new agreements may 
be summarized as follows :— 

(1) Subject to the exceptions mentioned below 
in (8) the Post Office obtains a perpetual 
right of wayleave over the whole of the 
railways, canals, docks, harbours, and piers 
for the time being owned, leased or worked 
by a Company, whether solely or jointly, and 
all lands and buildings owned by the Com¬ 
pany. The wayleave is not exclusive and is 
subject to special restrictions in the case of 
isolated property or property not in the 
Company’s own occupation. 

(2) The Post Office has a right to construct and 

maintain telegraphic lines up to a quarter of 
a mile in length. The Companies have the 
right to construct and maintain lines exceed¬ 
ing that length, but they have agreed to 
allow the Post Office to continue to maintain 
lines beyond that length which are now in 
Post Office maintenance unless such lines 
contain wires provided for a Company’s own 
service, in which case the Companies have 
the right to take over maintenance. 

(3) A common form of application will be used 

for all proposals for the construction by the 
Post Office of new plant. 

(4) Both the Companies and the Post Office will 
allow their posts to be used for the other’s 
wires, but the maintenance of such wires will 
normally be undertaken by the party which 
maintains the posts. 


i i5 

(5) All individual payments for wayleave, waiver 

of maintenance, use of posts, etc., will cease 
and will, as from the 1st October, 1932, be 
merged in inclusive annual payments of 
,£13,700 to the London Midland & Scottish 
Company. 

^6,500 to the Great Western Company. 
;£i,6oo to the Southern Company. 

^4,250 to the London & North Eastern 
Company. 

(6) The Post Office will bear the cost of all 

alterations necessitated by a Company’s 
works to plant in Post Office maintenance on 
Railway property, unless wires maintained 
for Railway use are involved in which case 
the Company concerned will bear an appro¬ 
priate proportion of the cost. In the case 
of Post Office wires in Railway maintenance, 
the cost will be borne by the Company if the 
works necessitating the alteration are carried 
out under Special Parliamentary powers, and 
by the Post Office if the alterations are 
carried out under the Company’s general 
powers; but if in the latter case the posts 
carrying the Post Office wires also carry 
Railway wires, the cost is apportioned. 

If Post Office lines on highways crossing 
or crossed by a railway at bridges or level 
crossings require to be altered in consequence 
of a Company’s works, the Post Office will 
bear the cost if the Company are exercising 
their general powers and the Company if 
they are exercising special Parliamentary 
powers. 

(7) The rate of payment to the Companies for 

maintenance of Post Office wires, at present 
33/- a mile of wire a year, is to be revised 
at the end of every five years from the 30th 
September, 1929. The standard flagging 
charge is similarly revisable. 

(8) The Post Office surrenders all rights to free 

conveyance. 

(9) The agreements will not apply to the pro¬ 

vision of Exchange Telephone services for 
the Companies, to railway property in 
Ireland, nor to the three following under¬ 
takings :— 

Severn Tunnel—Great Western Company. 

Southampton Docks—Southern Company. 

Forth Bridge—London & North Eastern 
Company. 

It only remains to add that the agreements were 
negotiated in a spirit of complete harmony with the 
Companies and with the express object of providing 
an easily worked arrangement between the Com¬ 
panies and the Department. 

H.M. 
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The Witwatersrand Automatic Telephone System 

H. A. Johnson, B.A. (Hons.). 

(P.M.G’s Dept., South Africa). 


Introductory. 

< C T T 7 ITWATERSRAND,” usually shortened 
\/\/ to “ Rand,” is the name of the large 
* * gold-producing area centred on Johan¬ 
nesburg and extending for a route distance of some 
sixty miles from Randfontein in the West to Springs 
in the East. 

The mines produce over £40 million worth of 
gold per annum, and, in 1930, spent about £30 
million on salaries, wages and supplies. It would be 
difficult to overestimate their importance to South 
Africa. 

Though gold was discovered less than fifty years 
ago, the days of the mining camps have long since 
been forgotten, and Johannesburg alone now has a 
white population of about 200,000, a municipal area 
of 83 square miles, and a municipally-rated value of 
nearly £70 million. It has many multi-storeyed 
buildings, a university, a cathedral and all the 
amenities of a modern city. 

Hand-in-hand with the growth of Johannesburg 
has proceeded the development of numerous smaller 
towns along the Rand. These are encroaching upon 
one another in much the same way as Johannesburg 
is reaching out to embrace its neighbours, so that 
in some parts it is difficult to tell where one town 
ends and another begins. 

The headquarters of all the mining groups are 
situated in Johannesburg, and the community of 
interest between that city and the various parts of 
the Rand is such that the area must be treated 
telephonically as one corporate whole. 

Pessimists predict the imminent decay of the area 
like some of the wonder-cities of the past. They 
have been doing so for at least twenty-five years ! 
Optimists point to recent striking discoveries of gold 
reef at the remote ends of the area. Whatever may 
happen in another twenty-five years, telephone 
development in Johannesburg has always exceeded 
that forecast, often with embarrassing results, and 
adequate provision must be made in the meantime. 

A development study of the area showed that 
extensive provision of equipment would be necessary, 
and foresight demanded that such provision should 
be made on a basis which would permit of flexibility 
in operating over the whole area. With this end in 
view the Union Government approached the British 
Post Office for assistance and Mr. J. Innes, B.Sc., 
was loaned temporarily to the S.A. Department of 
Posts and Telegraphs in an advisory capacity. The 
following notes describe the scheme adopted :— 

Lay-out of Area and requirements. 

At the time when our subject begins, the area 
contained thirty telephone exchanges grouped into 
six zones for metering purposes. The majority were 


of the C.B. type, but Ericsson rotary automatic 
equipment was in use in two exchanges and several 
magneto boards were in service. The junctions 
varied from open wire to 40 lb. M.T. cable loaded 
with 135 mH coils. The twenty year forecast 
showed that approximately 60,000 lines might be 
expected over the whole area. 

The problem was to design the most suitable 
scheme for serving this development, including zone 
metering between the six zones with the added 
possibility of embracing Pretoria (some 36 miles 
distant) within the network. In the latter event 
calls were to be completed and metered on an auto¬ 
matic basis. 

Investigation of the lay-out showed that adjust¬ 
ment of the exchange area boundaries together with 
the provision of additional exchanges would be 
necessary in order to serve subscribers economically. 
The general lay-out is shown in diagrammatic form 
in Fig. 1 , which also gives the zone metering 
requirements, while Table I. gives the 1949 develop¬ 
ment figures for each of the exchanges. 

Adoption of the Director System. 

If allowance is made for the reservation of levels 
for service purposes and for the elimination of “ 1 
as a first digit in subscribers’ numbers in view of 
possible false impulse trouble, the limit of capacity 
of a five digit numbering scheme can be taken as 
roughly 70,000 lines. Further limitations are 
imposed by switching requirements in satellite 
exchanges and the practical limit is therefore some¬ 
what below this figure. The Johannesburg con¬ 
ditions, however, imposed a further requirement of 
zone metering and it will be apparent that a mixed 
five and six-digit scheme or a complete six-digit 
scheme would be necessary to give the facilities 
demanded. 

The main objection to schemes employing such a 
number of digits is the subscribers difficulty in 
memorising the numbers, with the consequent in¬ 
creased liability of errors in dialling. Further the 
number of lines in certain of the zones was relatively 
small and switching and junction provision would 
clearly be uneconomic under a straight numbering 
scheme. Examination of alternative proposals 
showed that a Director scheme employing two code 
digits would give maximum economy in serving the 
area and would give complete flexibility for the 
future in regard to routing or extension of the area. 
A two-digit director scheme was therefore adopted, 
and Table I. gives the code allocations for each of 
the exchanges in the area. Orders were placed 
accordingly for the first six exchanges with Messrs. 
Automatic Electric Co. in March, 1930. 

Subscribers’ numbers are printed in the directory 
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thus “ 33—5678 ” to help the public to identify the 
first two digits with a particular exchange. This is 
further assisted by the allocation of two-digit codes 
to all exchanges in the area, and no difficulty has 
been revealed in the use of six numerals by members 
of the general public. 


All junctions from exchanges in the Northern part 
of Johannesburg from Linden in the West to Eden- 
vale in the East, pass within a few hundred yards of 
Hillbrow exchange; and the development expected 
and community of interest, were such that Hillbrow 
was made a Main exchange with Parkview and Rose- 


Zone. 


A 

F 


Exchange. 


Central . 

City . 

Auckland Park 

Turffontein 

Mayfair 

Newlands 

Hillbrow 

Parkview 

Rosebank 

Yeoville ... 

Orange Grove .. 

Bramley ... 

Linden 

Jeppe . 

Kensington 
Bedford View .. 

Germiston 

Boksburg 

Edenvale 

Benoni 

Brakpan 

Springs 

Petit .. 

Putfontein 
Brentwood Park 

Florida 

Roodepoort 

Maraisburg 

Krugersdorp 

Randfontein 

Sandown 

Pretoria. 


Table I. 


Proposed type under 
Auto conditions. 

Number 

of Lines. 

1929. 

1949.. 


Main 

2993 

9400 

Main 

374 8 

9000 

Satellite 

279 

1300 

° n 

663 

2500 

J City. 

367 

1800 

Rural 

50 

120 

Main 

2271 

4700 

Satellites 

792 

2300 

, on 

633 

33 oo 

Hillbrow. 

1563 

492 

3300 

2800 

Closed 


Rural 

32 

170 

Main 

J 5 i 3 

3600 

Satellite on Jeppe 

57 i 

2400 

Rural 

36 

100 

Main 

705 

1500 

Satellite on Germiston 

382 

700 

Rural 

17 

50 

Main 

792 

1900 

\ Satellites on 

355 

700 

f Benoni. 

298 

800 

) 

10 

20 

X Rural 

11 

20 

J 

5 

20 

Main 

Satellite 

Closed 

99 

164 

OJ OJ 

0 0 

0 0 

Main 

514 

IOOO 

Satellite 

104 

200 

Rural 

36 

150 

— 

— 

— 


Exchange 

Code. 


22 

33 

3 1 

32 

35 

36 

44 

41 

42 

43 

45 

46 

24 

25 

26 

5 1 

52 

53 

54 

55 

56 
54 
54 

57 

62 

61 


66 

67 

48 

7i 


Grouping of Exchanges. 

Once the location of exchanges had been deter¬ 
mined, their grouping in the trunking scheme pre¬ 
sented little difficulty. The exchanges in the East 
and West Rand zones (A, B, D, E) group them¬ 
selves readily into Main and Satellite. Sandown 
stands apart in a zone of its own, which, for purposes 
of calls to and from the East and West Rand zones 
only, is treated as if it were part of the Central zone. 

Central is situated at the hub of the junction and 
trunk network and is an obvious tandem exchange. 
1 he new City exchange was necessarily a Main, and 
geographical and junction considerations caused 
Auckland Park, Mayfair and Turffontein to be made 
Satellites upon it. 


bank, and probably also Yeoville and Orange Grove, 
as Satellites. Development may lead to the elevation 
of Yeoville to the dignity of Main, in which case 
Orange Grove will become its Satellite. 

For similar reasons Jeppe was made a Main with 
Kensington as Satellite. 

Programme of Conversion. 

The first six new exchanges, City, Hillbrow, 
Rosebank, Parkview, Kensington and Auckland Park, 
were cut-over at midnight on the 26th March, 1932, 
Kensington working as a temporary satellite on 
City. At the time of writing arrangements have 
been made for four more exchanges, Jeppe, Germis¬ 
ton, Turffontein and Orange Grove, to be cut-over 
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on 29th April, 1933. A general indication of the 
conditions obtaining prior to and after these changes 
has been given in order that the position may be 
clear to the reader. Many factors enter into the 
dates of conversion of the remaining exchanges, but 
the intention is to have all changed over by 1940. 

On the opening of the first six exchanges a “ more 
popular” tariff was introduced, namely, ^3/12/- 
p.a. (payable quarterly) plus i|d. per call. The 
previous tariff was jQj p.a. for a residential connec¬ 
tion (^*9 business) plus ijd. per call in excess of 
600 p.a. (900 business). 

The result was that the net growth within six 
months was nearly 3,000, which is 14% of the lines 
existing and equal to four times the previous growth 
in normal times. It is certainly the case that 
residents on the Rand who are connected with 
mining (and these form the great majority) have felt 
the depression rather less than others, yet there is 
severe commercial distress even there, and it is 
clearly advantageous that the system which has been 
adopted allows room for considerable expansion at 
whatever part of the area it may occur. 

In this article it will be impossible to describe the 
equipment in detail, and in view of the familiarity of 
readers of the Journal with other Director systems 
it would be superfluous to make the attempt. Atten¬ 
tion will therefore be devoted chiefly to features 
which differ from B.P.O. standard practice. 

Routing of Traffic. 

Most of the junction groups which had existed 
under the previous manual conditions remained under 
automatic working to cope with the large volume of 
traffic with which automatic exchanges were not 
concerned, for more lines remained manual after the 
1932 cut-over than were converted. But the numbers 


of junctions within the groups were considerably 
curtailed and the circuits thus released helped to pro¬ 
vide channels for automatic traffic. In the busy- 
hour these latter junctions are sufficient for auto¬ 
matic traffic only, but with the 1933 changes arrange¬ 
ments will be made for those manual exchanges 
which have access to automatic switches, to send all 
their traffic through them during slack hours, so as 
to save the staffing of ‘‘ B ” positions at Central at 
such times. The extra traffic thrown on the switches 
will not be sufficient to bring the load up to the busy- 
hour figures. 

Economic considerations determined that certain 
manual exchanges should act as tandems for the 
routing of traffic to or from automatic exchanges, 
switching such traffic for less important exchanges 
which are either in the same zone or else con¬ 
veniently situated in respect of Junction routes. 

Apart from the trunk suite at Central, only the 
nine most important manual exchanges have direct 
access to automatic switches. Fifteen exchanges 
lack such facilities, but all are minor except Boks- 
burg, Brakpan and Springs. 

Of these nine exchanges Yeoville is treated as a 
satellite on Hillbrow, Central has special provision 
(see below), and all the others dial into City, upon 
which two, namely, Mayfair and Turffontein, figure 
as satellites both before and after their conversion. 

Jeppe and Germiston become Main exchanges in 
April, 1933, when the former will relieve City of its 
present temporary satellite, Kensington. At the 
same time Turffontein will become an automatic 
satellite on City, and Orange Grove a satellite on 
Hillbrow. 

When Central is converted the Germiston, Benoni, 
Roodepoort and Krugersdorp groups of switches 
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will be transferred from City to Central which will 
take over the functions of the Tandem exchange for 
the area. At that time the volume of traffic from and 
to Brakpan, Springs, and Florida, will probably be 
so great as to demand the provision of direct junc¬ 
tions to and from Tandem, in which case three new 
groups of 1 st Code Selectors will appear. 

The City Trunking Diagram, showing the 1932 
and 1933 conditions, appears in Fig. 2 . This 
exchange has junctions to all automatic exchanges, 


The conditions regarding Satellites may be sum¬ 
marised as follows :— 

(a) All traffic leaving a Satellite is routed via its 

Main. 

(b) All traffic reaching a Satellite comes from its 

Main, except that from :— 

(i) City. 

(ii) Central. 

(iii) Trunks. 



all manual exchanges except those reached via 
manual tandems, and all special services. On the 
other hand Hillbrow has outlets to its. satellites and 
Central and City only, all other traffic from the Hill- 
brow group being routed to Selector Repeaters at 
City and distributed thence. Similarly Jeppe will 
have junctions to Central, Kensington and City only, 
and Germiston direct access to Boksburg and Benoni 
only, all traffic for other destinations from both the 
Jeppe and Germiston groups being taken to Selector 
Repeaters at City. 

The xst code selector level marked Pretoria in the 
trunking diagram represents provision for the time 
when direct dialling from City to Pretoria will be 
possible. At present calls for Pretoria are routed via 
an operator at Central, who tickets them. 


Each of these three has direct junctions to 1st 
Numericals at every automatic exchange, (i) and (ii) 
on account of the volume of traffic, (iii) for trans¬ 
mission reasons. 

Modifications at Manual Exchanges. 

Those manual exchanges which have access to 1st 
code selectors, have dials fitted on the A positions. 
The volume of traffic from Central, however, was 
too great for this method of disposal, and conse¬ 
quently 4-digit keysenders were installed. As the 
junctions from Pretoria terminate at Central, Pre¬ 
toria traffic is also routed via these keysenders, 
though direct access to 1st Code Selectors at City 
will be provided with the other changes in April, 
1933. When traffic conditions warrant it, other 

































































120 


THE WITWATERSRAND AUTOMATIC TELEPHONE SYSTEM 


manual exchanges which have junctions to Central 
{e.g., Brakpan and Springs) also use this channel 
instead of their normal route to ist codes at City. 

I he method of working is that known as the 

Straightforward Junction System,” and is similar 
to that described in the Journal for July, 1930, but 
in the case of Johannesburg, all the equipment is 
installed in the Central exchange and two-wire junc¬ 
tions are used between Central and the automatic 
exchanges. Fig. 3 shows the trunking arrange¬ 
ments. 

Mounting of Equipment. 

All equipment (including auto-manual and manual- 
auto) is mounted on Single-Sided racks with channel- 
type shelves. As with the B.P.O., these racks are 
4 ft. 6 ins. wide except for Routiner (i 7 4-J 77 ) Special 
Apparatus (2' 0-f 77 ) and Alarm Equipment (2 7 6J 77 ) 
racks. The racks are, however, 11 ft. 9 ins. high in 
all cases, except where an existing building has re¬ 
stricted the height to 10 ft., as at Hillbrow and 
Jeppe. 

The Line Finder racks are mounted in close proxi¬ 
mity to the Final Selector racks, and line l.D.F. 
facilities are provided at the rear of the latter by 
means of five 20 x 9 point tagblocks per group of 
100 subscribers’ lines. Where the number of the 
line relay is the same as the number in the Final 
Selector Multiple, a ” straight connection ” is made 
by bare wire strapping of the relative tags. Omis¬ 
sion of these straps and the running of jumper wires 



enables any L. & C.O. relays to be associated with 
any Final Selector contact, so that a subscriber may 
be transferred from one Line Finder group (and 
therefore ist Code or D.S.R. group) to any other 
group required. 

The provision of line l.D.F. facilities at the rear 
of the racks, results in a considerable diminution in 
the cabling and in the size of the central l.D.F. On 
this latter the Line Finders are cross-connected to 
D.S.R.’s or ist Codes, as the case may be, so that 
the load on these switches may be distributed evenly 
and varied as necessity arises. The only other lines 
appearing on the central l.D.F. are the junctions, 
and routiner and supervisory lines. The largest 
l.D.F., that at City, had 13 verticals initially and is 
expected to have 15 ultimately. It occupies a space 
3 ft. 9 in. by 6 ft. 6 in. 

Gy ading. 

Similarly all grading is done on tagblocks on the 
rear of the racks. The bank multiples are ter¬ 
minated on tags on one side of the block and bare 
wire commoning for grading is done on the tags on 
the other side. Multiple cables from the previous 
and following racks are run to the same blocks, so 
that the commoning may be extended over all racks 
if required. Outgoing trunk tagblocks are fitted at 
intervals, and from them cables'are run to the next 
rank of switches. In those cases, relatively few, 
where the grading requires that a switch in the next 
rank be reached from a rack which has neither a 
direct outgoing trunk to that switch nor 
r access via the multipled commoning men¬ 

tioned, the necessary connection is made by 
running a jumper from the terminal on the 
bank tagblock to the appropriate terminal 
on the outgoing trunk tagblock. Fig. 4 
shows the details of the grading arrange¬ 
ments, and Fig. 5 is a rear view of a typical 
rack. 

Line Finders. 

The Line Finder is a two-motion selector 
with three sets of wipers hunting over 
200 pt banks (so that it serves a group of 
200 subscribers’ lines) and a vertical wiper 
operating over a 10 pt bank attached to 
the shaft. 

When a call is originated the level 
in which the calling line is situated is 
“ marked ” by earth on the vertical bank, 
and the contact in the 200 pt private bank 
is “ marked ” by the absence of earth. 
Both these conditions, as well as the start¬ 
ing of the hunt, are brought about by the 
operation of the calling subscriber’s line 
relay. His line is found and put through 
to a ist Code Selector (via a D.S.R. if a 
satellite is concerned) and Director before 
dialling-tone is given. 

If a Line Finder fails to establish con¬ 
nection with the calling line within three 


Fig. 3.—Keysender Trunking Diagram. 
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(1) To return the mechanism 

to normal, through the 
operation of the Local 
Discrimination Relay, 
when the local code is 
dialled; 

(2) To provide for zone 

metering, the number 
of registrations depend¬ 
ing upon the position 
of the Pi wiper in the 
bank. 

The switch also has a ver¬ 
tical bank and wiper on the 
shaft, giving absorption of a 
false preliminary impulse and 
providing for single fee meter¬ 
ing on o level calls. This 
latter feature is not used in 
Johannesburg, but the vertical 
bank will assist the introduc¬ 
tion of “ Demand ” working, 


Fig. 4 .—Grading of 10/20 Group Selectors. 


seconds, it is automatically thrown out of service— 
as is its associated distributor—and an alarm given. 

The Line Finders provided for a group of 200 
subscribers’ lines are divided into two sub-groups, 
each of which has associated with it one distributor 
(an eight level rotary switch with 9 relays) which 
preselects the line finders, allocating calls to them in 
sequence and distributing the traffic evenly over the 
whole. 

An important feature of the system is what is 
known as “ Preferential Hunting.” All banks pro¬ 
vided for a group of 200 subscribers are multipled, 
but midway the multiple is reversed, both horizontally 
and vertically, so that those lines which appear in 
levels 1 to 5 in the first half of the multiple are 
transposed to levels 6 to o in the second half and 
vice versa. Thus every line in the 200 appears in 
one of the lowest five levels in half the multiple, and 
each sub-group of 100 lines is first choice (or ‘‘ Pre¬ 
ferred Lines ”) to one half of the total number of 
Line Finders, and only when all those switches are 
in use do any of the others serve them at all. Each 
distributor with its allotment of Line Finders thus 
works virtually as an independent unit and deals 
only with the subscribers grouped on the lowest five 
levels. But when all the finders in one sub-group 
are busy, the other distributor automatically serves 
the whole 200 subscribers until a finder is freed in 
the busy sub-group. 

A key is fitted for throwing either distributor out 
of service for test or adjustment, meanwhile its com¬ 
panion takes the whole load. 

Discriminating Selector Repeater. 

The switches are all 10 point, but the private bank 
has double contacts. The Pi contacts serve two 
purposes :— Fig. 5 .— Rear View of Typical Selector Rack. 
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which is at present under treatment, and direct 
switching to adjacent exchanges if and when traffic 
warrants such provision. At present the D.S.R’s 
do not provide such direct switching as it is not 
justified. 

Director. 

As the code consists of two digits only, A Digit 
Selectors are not used and the Directors are all in 
one common group instead of being split up accord¬ 
ing to a particular initial digit. The Director 
Finders are associated with ist Code Selectors. 

No “ minor ” switches are used, all rotary 
switches being of the ordinary type. The Digit 
Distributor used in the London type Director has 
been dispensed with by the addition of the function 
of digit distribution to the Units register. 

The “ BC ” switch has a vertical bank and wiper 
to cater for cases where a false preliminary impulse 
is received (“ BC ” switch releases and circuit 
remains ready for receipt of dialled impulses), or for 
cases where “ o ” is dialled (to connect the “ BC ” 
switch wipers, to the “ CO ” translation tags, start 
the sender and route the call to the “ Local En¬ 
quiry ” operator). 

The Director assembly consists of two parts, the 
upper containing the control relays and the storage 
switches, and the lower, the “ BC ” switch and the 
translation field. 

Certain of the functions which are associated with 
the ist Code or A Digit Selector in the London 
system, on the Witwatersrand are associated with 
the Director, namely :— 

(1) Dialling tone is normally given by the 

Director. 

(2) Absorption of false initial impulse. 

(3) Forced release under dialling irregularities. 

1st Code Selectors. 

These are all 20 point. The functions are similar 
to those of the London type, though some have been 
embodied in the Director instead. The circuit has 
been modified to cater for the association of a 
Director Finder in place of an A Digit Selector 
Finder, and except in satellite groups the switches 
are equipped with a vertical bank and wiper on the 
shaft and additional relays for zone metering. 

The switches are of three types :— 

(1) Regular (subscribers), 16 relays and vertical 

bank. 

(2) Satellite, 13 relays. No vertical bank. 

(3) Manual, 16 relays. Vertical bank. 

(1) Each switch of the regular type is tied to a 
Line Finder by jumpering at the I.D.F. 

(2) Satellite switches terminate junctions from 
satellite exchanges, and when the callee answers give 
battery reversal over the junction for metering at 
the originating exchange. 

(3) The manual switches terminate junctions from 
•all those manual exchanges (other than Central) 
which dial into the automatic system. These selec¬ 


tors give battery reversal for supervisory purposes 
when the callee answers. They have been designed 
so as to be readily converted to the regular type when 
the manual exchanges disappear. In the meantime 
the vertical bank is not used. 

Final Selectors. 

(a) Private Branch Exchanges. All P.B.X. Final 
Selectors are of the 100 outlet type, and incorporate 
a P.B.X. arc and trailing wiper similar in principle 
to that used in the Siemens No. 16 system. The 
selector for P.B.X. groups with more than 10 lines 
has a rotary release magnet in addition and is thus 
a 1 to 100 line switch. Hunting for the first free 
line amongst those of a particular group is automatic 
if the first number in the group, or in the case of the 
over 10 line type if the first number in a level is 
dialled. Any other line than those mentioned may 
be used for night service. 

(b) Test and Trunk Offering. One Final Selector 
per group combines the functions of Test and Trunk 
Offering, being accessible to both the Test Dis¬ 
tributor and the Trunk Offering Distributor. 

For trunk offering purposes the operator jacks 
into a junction leading to a T.O. Distributor at the 
exchange concerned and dials the first two digits of the 
four which represent the subscriber’s number (the two 
code digits being absorbed by the jacking process). 
She then pauses to see if busy tone is returned and 
if not dials the remaining digits. The receipt of 
busy tone indicates that the Test Desk is using the 
T. & T.O. switch, and simultaneously with the 
supply of busy tone to the operator the Test Clerk 
receives a flashing “ clear for trunks ” signal and 
releases. The operator then proceeds with her 
dialling. As stated elsewhere the modification of 
present trunk working to permit “ Demand ” work¬ 
ing is now under treatment. The probability is that 
the method of “ offering ” will be modified at the 
same time to enable the trunk operator to complete 
the trunk connection over the circuit which she uses 
to offer the call, a condition not at present possible. 

(c) Release. A connection is released by the last 
party to clear. When the calling party clears, all 
switches release except the Final Selector. 

If the callee clears first he releases the D relay of 
the Final Selector and this reverses battery back to 
the D relay of the ist code which the caller is hold¬ 
ing, and brings up the “ called sub held ” alarm. 
The release of the Final Selector D relay also gives 
a supervisory alarm on the Final Selector. 

This control of the release, i.e., the retention of 
the Final Selector until both subscribers have cleared, 
prevents clearance by the calling party before the 
called, from converting the callee into an involuntary 
caller with the concomitant operation of his line 
relay, a distributor, a line finder, a ist Code and a 
Director, as well as a D.S.R. and the seizure of a 
junction if he happens to be at a satellite exchange. 

Zone Metering. 

During the initial stages the maximum number of 
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Pulse leads 

(b) Satellite. 

Fig. 6.—Schematic Diagram of Metering Arrangements. 
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meter registrations required is four (Germiston to 
Randfontein and Krugersdorp). But provision has 
been made in the metering scheme for six registra¬ 
tions, so that automatic metering can be given on 
calls to Pretoria when conditions permit the intro¬ 
duction of direct dialling. At present the number of 
circuits available is insufficient. 

Zone metering at main exchanges is achieved by 
the use of a vertical bank and wiper associated with 
the ist Code Selector, the selector levels being 
allocated in accordance with the plural metering 
scheme. In the satellite exchanges the Pi wiper 
and contact on the D.S.R. effect the metering dis¬ 
crimination. The levels on the ist code vertical 
bank and the Pi contacts on the D.S.R. are wired 
out to the various pulse commons. 

The subscriber’s meter is actuated through the 
application of “ S ” and “ Z ” pulses. When the 
called subscriber replies, an “ S ” pulse (alternate 
long earth and short battery) prepares the metering- 
circuit of the ist Code or D.S.R., and a “ Z ” pulse 
(alternate long battery and short earth) completes 
this circuit. Battery pulses then operate a relay in 
the ist Code or D.S.R. which connects meter battery 
to the private wire to operate the meter. The 
number of battery pulses applied is governed by the 
pulse common associated with the level on which the 
ist Code Selector is standing, in the case of a main, 
or the particular bank contact on which the Pi wiper 
rests in the case of a satellite, e.g., when a Park- 
view subscriber calls Hillbrow the Pi wiper of the 


D.S.R. which he is using stands on contact 44 and 
there picks up a single pulse common. If he calls 
Sandown, however, the Pi wiper stands on contact 
48 and there picks up a 2 pulse common. 

The “ S,” “ Z,” and various battery pulses are 
generated by cams and springs on a small jack-in 
type motor. A standby meter pulse machine group 
is fitttd at each exchange and is brought into service 
automatically if a fault develops on any of the pulses 
from the regular machine. 

The meter battery is a small capacity 50 volt 
battery with the negative earthed. It is applied in 
place of the release trunk to actuate the meter. 

A schematic drawing of the circuit arrangements 
is given in Fig. 6. 

Power Arrangements . 

The full-float method of energy supply has been 
adopted. This system uses only one battery paral¬ 
leled or “ floated ” across the generators which 
supply the exchange load. Two machines have been 
installed at each exchange, but provision has been 
made for the addition of a third later at City and 
Hillbrow. These two machines do not give identical 
outputs, the arrangement being that both machines 
together supply the busy load, and one or other may 
be cut out of service as the load drops. The genera¬ 
tors are of the telephone type and are used with 
choke coils, so that they can maintain the exchange 
without the aid of the battery. They are compound 
wound (for maintenance of exchange voltage be- 


Positive Bus Bar 



Fig. 7. —Schematic Diagram of Full Float Battery System. 
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tween 46 and 52 when the machines are supplying 
the exchange without the battery) and can be con¬ 
verted to shunt for charging after failure of mains 
supply, and for a six monthly overcharge of the 
battery. 

The battery contains 26 cells whose capacity is 
computed at five times the busy hour load, but the 
last three cells are used only after a power supply 
failure or if no generator is run at night, when all 
the 26 cells may be required for the night load. The 
normal method of working is to maintain 23 cells 
across the generators, with an automatic voltage 
regulator maintaining the individual cell voltage at 
2 * 15 * 

A schematic diagram of a typical power circuit is 
shown in Fig. 7 . 

Power Distribution. 

Battery and earth are supplied to the racks by 
aluminium bus-bars, and at City, Hillbrow and 
Jeppe the feed is taken via a small circuit-breaker at 
the end of each suite of racks. At the seven other 
exchanges circuit-breakers are not used. Exposed 
portions of the negative bus-bars are covered with 
insulating material. At each rack, vertical bus-bars 
connect with the overhead commons. Bead fuse 
panels and other supervisory equipment are mounted 
on the uprights of the racks. 


Miscellaneous. 

The supervisory and alarm scheme is in general 
accordance with B.P.O. standard practice, but the 
alarm extension arrangements use one special junc¬ 
tion for both “ Prompt ’ ’ and “ Deferred ” alarms. 
Test Desks of the B.P.O. type are installed at main 
exchanges and test cases at the satellites. Routiners 
have been provided for Directors, 1st Code, Group 
and Final Selectors and provision is made for test¬ 
ing junctions for continuity reversal and short circuit. 
The B.P.O. standard scheme for Travelling Ladders 
has been adopted at all exchanges and flood lighting 
is being provided in the second stage exchanges. 

Installation. 

The whole of the installation work was carried out 
by the Department’s staff, the automatic portion 
being under the control of Messrs. Automatic Electric 
Co. who provided five installers to direct operations. 
Very considerable cable works had to be carried out 
simultaneously, and the magnitude of the joint pro¬ 
gramme, at a time when expenditure was being 
ruthlessly curtailed, taxed the staff to the utmost. 

In conclusion, the author desires to express his 
thanks to the Postmaster-General, South Africa, and 
to Messrs. Automatic Electric Co. for the permission 
and courtesy extended to him in preparing the 
material and illustrations for publication. 


Country Satellite Exchanges 

H. O. Ellis and B. Winch. 


I N numerous rural districts throughout the country 
it is necessary, both from a social and commercial 
point of view to provide telephone service to 
small groups of subscribers which are frequently 
found to be centred round a village or hamlet. The 
fact that these groups are frequently many miles 
from an existing exchange precludes, from an 
economical point of view, the use of a direct ex¬ 
change line to each subscriber, particularly as from 
a transmission aspect, heavy gauge conductors are 
involved. 

In the past, the Department has served these 
areas in three distinct ways :— 

(1) By a small Manual Exchange situated as 
nearly as possible at the theoretical centre 
of the group of subscribers. 

(2) By a small Unattended Automatic Exchange 
similarly placed. 

(3) By a “ Party Line.” 

The provision of a Manual Exchange involves the 
problem of obtaining accommodation for the manual 
board and subsidiary apparatus, and of finding a 


suitable operator. These exchanges are frequently 
installed in a private house, where the resident 
operates the board. 

A Rural Automatic Exchange, while overcoming 
the necessity for a local operator and providing a 
good grade of service, demands a special building 
to house the equipment, power plant, etc., a factor 
which materially influences the cost of providing 
service to a small group of subscribers. 

An alternative to the use of a small local exchange 
lies in the joint use, by all subscribers, of one direct 
line to the nearest exchange. This arrangement is 
well known as a Party Line Service. In an area 
such as. that under consideration the scheme can be 
shown as in Fig. 1 . 
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Fig. 1.—Party Line Service. 
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The pair of wires to each subscriber is connected 
to the main exchange pair at the nearest convenient 
point, so that all instruments are in parallel across 
the main exchange circuit. 

This method of providing service is characterized 
mainly by its simplicity in that no special apparatus 
is required at the exchange, whilst only minor 
modifications to the subscribers’ instruments are 
involved. 

Against this, however, is the disability that no 
secrecy between subscribers in the group is given. 
Furthermore, for calling purposes, approximately 
half the subscribers’ bell circuits are associated with 
the A-wire, and the remainder with the B-wire, earth 
being used to complete the ringing circuit. Hence 
a number of bells respond when any one subscriber 
is being called. To distinguish between them each 
subscriber is given a ringing code, and he should not 
answer a code other than his own. Apart from mis¬ 
understandings likely to arise from subscribers 
mistaking the number of ringing pulses, and thus 
obtruding on a fellow subscriber’s conversation, the 
disturbance at night time to others in the group, by 
traffic to one man may easily reach serious dimen¬ 
sions. Frequency ringing may be employed as a 
means of obviating this nuisance, but the provision 
of a suitable generator at the exchange, and selective 
apparatus at each subscriber’s premises considerably 
influences the economics of the scheme. 

During investigations into the circuit requirements 
involved in the development of certain telephone 
facilities, a principle was evolved by the Department, 
which, on being developed, was found to be eminently 
suitable for providing service to small rural com¬ 
munities without any of the disabilities of the 
schemes mentioned above. 

In this scheme the theoretical centre of the group 
of subscribers is determined in the usual manner. 
At the nearest convenient position to this point is 
located a minature telephone exchange which con¬ 
sists of twenty-four standard type P.O. relays and 
a small quantity of miscellaneous apparatus. 

Each subscriber is connected to this exchange by 
the usual pair of wires, whilst a two-wire junction 
circuit to the nearest main exchange provides the 
traffic outlet. This junction also provides the circuit 
for controlling all the functions of the “ Country 
Satellite Exchange,” thus obviating the necessity 
for any local battery at this exchange. This fact, 
together with the small quantity of apparatus in¬ 
volved, enables the “ Exchange ” to be mounted 
on a jacked-in basis, and contained in a weather-proof 
box, which, being of small dimensions, may be 
mounted on a telegraph pole. The accompanying 
photographs, Figs. 2 and 3 , show four views, and 
give some idea of the size of a box which is being 
experimented with as a suitable container. From 
Figs. 4 and 5 , it will be seen that these boxes are 
not unsightly, and are easily accessible when mounted 
in position on a pole. 

Since the parent exchange controls all the func- 
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Fig. 2.—External View of Relay-set Box. 

tions of the country satellite, it is necessary for each 
subscriber’s number to have an appearance in the 
parent exchange multiple. An answering jack and 
lamp, common to all the satellite subscribers, are also 
provided at the parent exchange. All subscribers 
are normally connected in parallel to the junction, 
but the parent exchange manual board equipment is 
associated with apparatus which automatically con¬ 
trols, over the junction, the relays at the country 


Fig. 3.—Relay-set Box Open. 
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satellite exchange, providing for the selection of the 
subscriber who is concerned on an incoming or out¬ 
going call, and disconnexion from the junction of 
all others in the group. 

It will be obvious, therefore, that no special ring¬ 
ing arrangements are required either at the satellite 
or parent exchange, whilst the complete disconnexion 
of all subscribers but the one required ensures 
secrecy to that individual. The requirement that 
two subscribers on the satellite exchange may wish 
to communicate has not been overlooked, as a special 
intercommunication jack on the manual board pro¬ 
vides a means of controlling this type of call. 

Before proceeding with a description of the circuit 
a resume of the operating procedure may perhaps be 
of interest. 

When a subscriber lifts his receiver to originate a 
call, a tone is received if the junction is free. A 
calling signal is given on the manual board at the 
parent exchange. The operator answers, and the 
insertion of her plug into the common answering 
jack extinguishes the calling signal and disconnects 
the tone. The caller’s requirements are ascertained, 
together with his own number, which is required for 
accounting purposes. If the required subscriber is 
not connected to the same country satellite exchange 
the call is completed via the calling cord in the 


normal manner. When the called and calling sub¬ 
scribers are both connected to the same exchange, 
the operator, after answering, inserts the calling 
plug into the multiple jack of the required subscriber, 
and removes the answering plug from answering 
jack. This operation disconnects the calling sub¬ 
scriber from the junction and selects the called sub¬ 
scriber who is rung from the calling plug in the 
normal manner. When the called subscriber 
answers, the operator inserts an answering plug 
into the intercommunication jack, thus reconnecting 
the calling subscriber to the junction, and therefore 
to the called subscriber. 

Calls incoming to the satellite subscribers are com¬ 
pleted over the multiple jacks in the standard manner. 
The act of inserting a plug into the jack selects the 
required subscriber’s line at the satellite exchange 
and ringing is applied via the calling cord. 

Fig. 6 shows the circuit and equipment required 
at the parent exchange and Fig. 7 that necessary at 
the satellite. 

The satellite equipment can be roughly divided 
into two portions, namely, relays individual to sub¬ 
scribers, A A, B B, etc. ; and discriminating relays 
A, B, X, XX, etc. The discriminating relays are 
arranged in three groups. Relays A, B and C con¬ 
trol subscribers 1, 2 and 3, whilst relays X and XX 
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divert the discriminating signals into the second 
group. Similarly relays D, E and F control sub¬ 
scribers 4, 5 and 6, and relays Z and ZZ divert 
discriminating signals to the next group where sub¬ 
scribers 7, 8, 9 and io are controlled by relays G, 
H, J and K respectively. 

At the parent exchange, in addition to the relays 
associated with the sleeves of the jacks, is provided 
a uniselector, the bank contacts of which are so 
arranged that various sequences of discriminating 
signals can be applied to the junction, while the 
switch wipers are stepped under control of slowly 
interacting relays X and W (Fig. 6). 

In order to simplify the circuit description of an 
outgoing call, assume Subscriber No. i is an 
originating party. When he lifts his receiver a 
circuit is completed from earth (Fig. 7 ) via relay AA, 
contacts AA2, subscriber’s lines and telephone, con¬ 
tacts AAi, Ci, Ai, etc., to the B-wire of the junction, 
contact BA4 (Fig. 6). Bank contact 1, BC3, LBi, 
to battery via relay L. Relays AA and L operate, 


the former locking via contact AA4 to the B-wire of 
the junction via Bi, ZZ2, XX2 (Fig. 7 ). The con¬ 
tacts AAi and AA2 disconnect the operating circuit 
of relay AA, and connect the subscriber’s line to the 
junction pair. Contact AA3 disconnects the dis¬ 
criminating relays A, B, etc., from the A-wire of the 
junction, whilst AA5 breaks the common wire to 
which all subscribers are normally connected in 
parallel. 

Relay L (Fig. 6) operates relay B, which at con¬ 
tact B4 operates relays G and GG, thus applying 
engaged conditions to the sleeves of all the multiple 
jacks associated with the satellite subscribers. Con¬ 
tact B2 connects relay LA to the A-wire of the 
junction, and B3 starts the tone generation relay BZ. 
Relay LA operates round the subscriber’s loop; 
contact LA 1 disconnecting the RG relay from the 
“ ring ” of the answering jack, and completing a 
loop across the tip and ring of this jack for super¬ 
visory purposes. Contact LA2 covers the operation 
of contact LB6. 
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Relay LB is operated by relay G at contact G6, 
and locks under control of relay B at LB5. The 
circuit for the calling signal is completed at LB4, 
whilst LB3 applies the tone to the A-wire of the 
junction to indicate to the subscriber that he has 
claimed the junction. 

Upon the insertion of a plug in the answering 
jack, the sleeve relay CO operates and at contact 
CO 1 holds relay B, and at CO2 provides an alterna¬ 
tive circuit for holding relays G and GG. The tone 
is disconnected from the line at contact CO3, and 
at CO4 relay OC is operated. Relay OC extin¬ 
guishes the calling lamp at OCi and contact OC3 
removes the tone generating equipment from the 
A-wire. The operator is now in a position to speak 
to the calling subscriber, and normal supervision is 
obtained on the answering cord, controlled by relay 
LA, which in turn is under the control of the sub¬ 
scriber’s gravity switch. 

When the subscriber clears, relay LA releases, 
giving clearing conditions at contact LAi. When 


the operator withdraws her answering plug, relay 
CO releases, thus releasing relays B and OC. Relav 
L is disconnected from the B-wire by contact B5, 
since relay LB is still operated, and hence, since 
battery is disconnected from this line, relay AA at 
the satellite exchange releases, while further calls 
cannot be originated until relay L is reconnected, 
which occurs after the release of relay LB by B4 
breaking. Relays G and GG are also released, thus 
removing the engaged condition from the multiple. 

In considering the circuit functions for an in¬ 
coming call, assume subscriber No. 10 is required. 

Upon the insertion of a plug in the multiple jack 
of No. 10 subscriber, relay KK and its relief relay, 
KR, operate. The latter at contact 2 provides a 
locking circuit for relay KK, whilst KR3 applies a 
low resistance negative battery to contact 8 on arc 
2 of the sequence switch. Contact KR4 operates 
KZ which in turn operates KX. Relay KX operates 
relays BC and BB. Relays X and W commence to 
interact with the closing of contact BB4. Contact 
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W2 energizes the magnet, and steps the sequence 
switch via BB5 and BBi to bank contact 10, under 
control of contacts KXi and KZi. When the 
wipers leave the first contact of the banks of the 
sequence switch, the A and B wires to the junction 
are disconnected, and relay BA is operated. Con¬ 
tact BA3 operates relays G and GG to engage the 
multiples of the remaining nine subscribers. Con¬ 
tact BA2 disconnects the tone circuit from the junc¬ 
tion line. 

From bank contacts 3 and 4 on arc 2 of the 
sequence switch, a low resistance negative battery is 
applied to the A-wire, and hence via contacts AA3 
(Fig. 7 ), etc., to relays A and B, C and X. A heavy 
negative battery is arranged, in virtue of the location 
of the rectifiers, to operate relays X and C. In pass¬ 
ing, it may perhaps be pointed out that a “ light ” 
negative battery would operate relay C only. This 
principle of light and heavy batteries applies similarly 
to the other pairs of the discriminating relays. Con¬ 
tact Ci disconnects the subscribers’ common from 
the B-wire of the junction, whilst contact X3 pre¬ 
pares a circuit for relay XX. At contact Xi an 
alternative circuit to hold relays C and X is provided, 
against the operation of XX1. 

When the switch reaches the fourth position, 
relay XX is operated from 50-ohm battery, arc 1 
of the sequence switch and the B-wire of the junction ; 
contact XX3 disconnects the common, as contact Ci 
will shortly be restored to normal. XX3 also locks 
its parent relay to the junction line. Contact XX2 
disconnects the circuits to relays AA, BB, etc., to 
prevent relay CC being operated during the next 
stage of the call. The switch moves to the fifth 
contact at which on arc 1 relay XX is held operated, 
and on arc 2 relays X and C are released. It will 
be seen therefore that since XX1 is operated and Ki 
released, the A-wire is extended to the second group 
of discriminating relays. 

Upon the wipers reaching the sixth position, heavy 
negative battery is applied via KZ2 to the A-wire to 
operate relays F and Z. Contact F2 releases relay 
XX, at the same time disconnecting the subscribers’ 
common. Contact Zi prevents contact F3 from 
completing a circuit for the operation of relay FF, 
whilst Fi functions similarly to Xi to change over 
to the next group of discriminating relays. Relay 
ZZ is operated by contact Z2 over the B-wire and 
locks via ZZ3, which also disconnects the sub¬ 
scribers’ common against the release of contact F2. 

Relays F and Z are released when the switch steps 
to the seventh position, and ZZi operated in con¬ 
junction with the release of F brings into circuit the 
last group of discriminating relays. 

As subscriber 10 is required, it is necessary to 
operate relay KK (Fig. 7 ) and to this end KR3 has 
already prepared a circuit for a heavy negative 
battery on the eighth position of arc 2, to which the 
wipers are now stepped. Relays J and K operate 
in series, but it will be observed that K, while pre¬ 
venting J3 from operating relay JJ, prepares a 
circuit for relay KK. This relay is operated on the 


release of relay ZZ via ZZ2 and XX2 to the B-wire. 
Contact J2 releases the ZZ relay. Contact KK3 
disconnects the discriminating relays from the A- 
wire, thus releasing relays J and K, while KK5 takes 
over the function of J2 to disconnect ZZ and XX 
relays and the subscribers’ common from the B-wire. 
Contacts KK2 and KKi connect subscriber number 
ten to the A and B wires respectively. Relay KK 
is held operated to the B-wire on the 9th step of the 
switch by the 50-ohm battery on arc 1. At this 
stage, arc 2 contact 9 is disconnected to prevent the 
discriminating battery being extended round the 
subscriber’s loop. On the 10th position, the junction 
wires are connected to the repeating coil bridge, 
operating relay L via relay KK. The 10th contact 
on arc 5 is arranged to disconnect the circuit of the 
interacting relays. 

The operator rings in the normal manner, but 
instead of directly operating the subscriber’s bell, 
relay RG responds, and when the above circuit con¬ 
ditions have been satisfied, contact RG2 extends 
ringing to the A-wire whilst RGi provides a return 
path on the B-wire. When the subscriber answers, 
relay LA operates and, as previously described, pro¬ 
vides control over supervisory conditions. 

It will be seen that relay KK is connected to earth 
from one wire, and to provide a transmission balance 
the retard IA and its associated condenser is con¬ 
nected to the other wire. 

When the subscriber has completed his conversa¬ 
tion and replaces the receiver, he gives a clearing 
signal to the operator, who withdraws her plug from 
the multiple. Relays KK and KR release, thus 
effecting the release of BB, BC, KX and KZ. BB 
in releasing completes, at BB3, the homing circuit on 
the third arc of the sequence switch which drives to 
contact 22. Meanwhile BB2 releases relay B which 
at B6 (released) arranges for the sequence switch to 
reach the 25th contact. When LB has released after 
release of B4, the switch is stepped to the home 
contact. Contacts BC 2 and 1 disconnect the A and 
B wires during homing, since BA is held operated. 
Relays G and GG, having been released by B4, 
remove the engaged test from the multiple. 

It will be noticed that the circuit is arranged to 
preclude the possibility of connecting the line wipers 
to the home contact until all relays are released in 
the Parent Exchange relay-set. 

The facility of permitting two subscribers on the 
same satellite exchange to communicate will be 
described by assuming that subscriber No. 1 is 
calling subscriber No. 10. 

The demand is received by the operator from sub¬ 
scriber No. 1 in the manner previously described for 
an originating call. She then inserts her calling 
plug into the multiple jack No. 10 and removes the 
answering plug from the common answering jack. 
The latter operation releases relays CO and OC, con¬ 
tact CO2 releasing relays G and GG. On the release 
of GG the circuit of KK is completed via GG5 to the 
sleeve battery. The circuit sequence is now the 
same as for any ordinary call incoming to subscriber 
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No. 10. It will perhaps be recalled that the first 
step of the sequence switch disconnected both the A 
and B wires of the junction, thus releasing relay AA 
which was operated when subscriber No. 1 called. 
Further, arrangements have been made, as described, 
to keep the subscribers’ common disconnected during 
the selecting and connecting of the required sub¬ 
scriber. Thus, relay AA has so far been prevented 
from re-operating. 

When subscriber No. 10 answers the ringing, the 
operator inserts an answering plug into the “ Inter¬ 
communication Jack ” which effects the operation of 
relay IC. Contact IC2 restarts the interrupter relays 
and contact W2 steps the switch steadily to bank 
contact 14 via ICi. The A and B wires are discon¬ 
nected when the switch steps to the nth position, 
thus releasing relay KK, (Fig. 7 ) and therefore 
subscriber No. 10, from the junction. On the 12th 
contact on arc 1, a high resistance battery is applied 


to the B-wire which commences the operation of 
relays AA and KK via the respective subscriber’s 
loop. These relays are fully operated, when the 
switch steps to the next contact, by the heavy 
battery from arc 1, and on the switch reaching the 
14th position the A and B wires are connected to 
relays L and LA, the latter providing supervisory 
control to the cord circuit. Both subscribers are 
now in parallel on the junction, all other subscribers 
being disconnected. 

In conclusion, it may perhaps be mentioned that 
the use of twin contacts will greatly reduce the fault 
liability of all relays. In addition, the satellite re¬ 
lays are housed in dustproof boxes which should be 
of further protection in this respect. In the event 
of a fault developing at the satellite, the complete 
exchange can be jacked out and replaced by another 
in a few minutes. 


Miscellaneous Facilities at Automatic and Manual 

Telephone Exchanges 

TESTING AND OBSERVATION FACILITIES FOR SUBSCRIBERS’ METERS. 

A. Hogbin. 


I N view of the attitude adopted by the average 
subscriber towards his telephone account, it is 
essential that the number of debited calls should 
be above suspicion. The indisputable accuracy and 
correct operation of subscribers’ meters at auto¬ 
matic exchanges is therefore of supreme importance. 

Two types of testing circuit exist for checking the 
functioning of subscribers’ meters. One of these 
equipments enables engineering officers to make 
routine tests of meters at regular intervals, whilst 
the other equipment is used by the traffic staff when 
testing a particular meter which is suspected of being 
faulty. Thus, on the comparatively rare occasions 
when a subscriber disputes his telephone account, 
there are ample means for testing the operation of 
the meter concerned. 

If the subscriber persists in his complaint of over¬ 
charging, however, his line may be associated with 
meter observation equipment. A “ check ” meter 
in this equipment operates in synchronism with the 
subscriber’s meter, so that a continuous watch is 
maintained on the number of debited calls. (Meter 
observation equipment will be described in a subse¬ 
quent article). 

Routine Testing Equipment. 

A typical routine testing circuit is shown in Fig. 
1 . On the left-hand side of the Fig. will be seen 
the details of a portable test box, the connexions to 
which are terminated on a one-way meter test plug 
for insertion into the routine test jack of the meter 


under test, and a 10-way plug which is placed in 
jacks fitted at intervals along the meter rack. 

The circuit shown is used at exchanges with 4th 
wire “ battery ” metering where the subscriber’s 
meter is connected by a contact of the K relay. 
This relay is therefore operated during tests of the 
meter, as described below. 

The test distributor selector is, of course, nor¬ 
mally controlled from the Test Desk. Therefore, if 
the distributor is in use when the 10-way plug and 
jack are associated, the engaged lamp on the port¬ 
able test box is connected via contact BQi. Al¬ 
though the distributor is free, however, the sub¬ 
scriber’s line may be engaged when the meter test 
plug is inserted, in which case relay M operates to 
light the engaged lamp. When both the distributor 
and line are free, the subscriber’s number is dialled 
from the test box. If, during the dialling process, 
the subscriber’s line is taken into use for an outgoing 
or an incoming call, relay G in the test final selector 
operates relay PR in the distributor which will, in 
turn, connect a flashing earth to the engaged lamp. 
But if the line remains free, relay PC in the test final 
selector operates the subscriber’s K relay to com¬ 
plete the meter circuit at K5. 

“ Operate ” and “ non-operate ” conditions are 
applied to the meter by passing a current through it 
which is between the specified current and the actual 
current which it normally receives. 

Assuming that the engaged lamp does not flash, 
he meter test key is thrown to the “ operate ” 
position to connect relays C, MD and B. The latter 
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TEST BOX. APPARATUS AND WIRING ON METER RACK SUBSCRIBERS LINE CIRCUIT 

(Tester No. 87) \ 



Fig. 1.—Routine Test Circuit for Testing Subscribers' Meters. 


relay operates the check meter and connects the 
meter under test in series with a 500-ohm resist¬ 
ance to relay A. The subscriber’s meter therefore 
operates and contact Ai releases C, which then dis¬ 
connects MB, B and A. Relay C then re-operates 
and the cycle is repeated ten times until B is finally 
disconnected by the auxiliary contacts of MD. 

If the subscriber’s meter has functioned correctly, 
the meter test key is thrown to the “ non-operate ” 
position and a similar cycle of events takes place, 
except that, as the subscriber’s meter is connected 
via a 1,300-ohms resistance, it should not respond. 

When routine tests are to be made on a number 
of consecutive meters the foregoing- procedure is 
followed by transferring the meter test plug to the 
next meter to be tested. Unless the engaged lamp 
glows to indicate that the subscriber’s line is in use, 
the digit 1 is dialled from the test box to step the 
wipers of the test final selector to the next line. 

Special Tests of Meters. 

As mentioned above, facilities are provided where¬ 
by the Traffic Staff can verify that a particular meter 
is working correctly. The circuit, shown in Fig. 2 , 
temporarily diverts the line concerned from the nor¬ 
mal subscriber’s line circuit to a spare calling equip¬ 
ment and meter, so that calls can be originated while 
tests are in progress. This is achieved by plugs and 
jacks on the Main Distribution Frame and by means 
of a key fitted adjacent to, or on, the meter rack. 
Two telephones are also fitted near this rack. 

As the key is normally thrown, the “ A ” tele¬ 
phone is connected to the subscriber’s line circuit 
under test, whilst the “ B ” telephone is connected 
to an ordinary exchange line circuit. The number 


of the “ B ” telephone is dialled from telephone 
“ A ” and the operation of the meter is checked 
when the receiver of telephone “ B is lifted. This 
procedure is repeated four times. 

If it so happens that a call incoming to the sub¬ 
scriber is received on telephone “ A ” the super¬ 
visory lamp fitted near the key, and controlled by 
relay L, indicates whether or not the subscriber’s 
line is engaged on an outgoing call. Assuming that 



Fig. 2.—Subscribers’ Meter Test Circuit. 


the line is free the key is restored to extend the 
caller and ring the subscriber’s bell. The lamp will 
immediately glow and continue to do so until the 
end of the call when further tests can then be under¬ 
taken. 

Calls originated by the subscriber while his meter 
is being tested are recorded on the meter of the 
calling equipment to which he has been diverted 
temporarily. 
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The Snow Storm of February, 1933 

SPEEDY RESTORATION OF SERVICE 
Capt. J. G. Hines. 


T HE storm which occurred on February 24th 
and 25th, 1933, will long be remembered 

because of its intensity in certain parts of the 
country. Although the general effect was not so 
widespread as the great storm of 1916 yet in certain 
parts of the country, particularly South Wales and 
Yorkshire, the amount of damage was greater. 
Owing to the considerable extension of underground 
cables on main routes which has taken place in 
recent years there was very little delay to telephone 
traffic between large towns but minor lines and sub¬ 
scribers’ cicuits suffered severely. In those parts 
of the country which suffered most the circumstances 
were unusual. In sheltered places the snow fell in 
a half-melted condition, with absence of wind, which 
enabled the snow to cling to the wires. Within an 
hour the diameter of the snow on some of the wires 
reached three inches. This snow subsequently 
froze into a solid mass. The wind then increased to 
great force and the resulting pressure caused some 
spans of wires to break. This threw a heavy unequal 
strain on the poles which, combined with the wind 
pressure, caused them to break or be uprooted. 
In some cases the spans of wire were blown several 
hundred yards away. It is remarkable that although 
on high ground the snow was several feet deep and 
the wind was very strong little damage was done 
to the Post Office lines. This is attributed to the 
fact that the snow was dry and did not cling to the 
wires to any appreciable extent. 

Immediate steps were taken to 
restore service, including the des¬ 
patch of the necessary stores and the 
transfer of men from areas least 
affected. A number of additional 
men were recruited to assist in the 
repairs or to replace men withdrawn 
for the purpose. Much excellent 
work was done, as is evidenced by 
the fact that, notwithstanding the 
blockage of the roads by debris and 
floods, approximately 60% of the 
60,500 subscribers’ lines affected 
were restored within 10 days. The 
restoration of the remainder quickly 
followed, but much of the work was 
necessarily of a temporary character. 

This is now being followed by the 
permanent repairs. 

Pending the repairs of the wires 
some outlets for telegraph traffic 
were provided by radio links between 
Milford Haven and Burnham and 
between Fishguard and Swansea. 

These circuits were worked Wheat¬ 


stone Duplex and were kept in operation until 
permanent telegraph circuits were available. Over 
12,600 messages were disposed of by this means. 

Owing to the difficulty of traversing the routes it 
took some time to ascertain the full extent of the 
damage and until this was done it was not possible 
to determine the most satisfactory means of restor¬ 
ing service. Fortunately it was possible in some 
cases to use spare underground wires. In the case 
of the route between Carmarthen and Milford Haven 
it was found that very few poles were left standing 
throughout the 40 miles- and there was no alternative 
route. As soon as the road was clear an officer from 
Headquarters made a survey in conjunction with the 
District Officers and it was seen that if complete 
restoration of the heavy route were undertaken much 
delay would occur in providing a satisfactory ser¬ 
vice. Moreover, owing to the congestion of the 
open route, the provision of a cable had been under 
consideration. In the circumstances it was decided 
not to restore the heavy route but to erect as quickly 
as possible a 16-wire route which would provide a 
partial service and be ultimately used for serving 
intermediate exchanges and subscribers. This route 
was erected with great expedition and was brought 
into service over the whole 40 miles on March 27th. 
At the same time it was decided to proceed as 
quickly as possible with the provision of an 
armoured cable containing 38 pairs between Car¬ 
marthen and Milford Haven with a spur to Tenby 


Fig. 1.—Cable in Position along Hedge Bank. 
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Fig. 2.—Buried Loading Pot. 


containing 28 pairs. As a full service could not be 
given until the cable had been provided it was neces¬ 
sary to adopt unusual measures to secure early com¬ 
pletion. It was therefore decided that the cable 
should be provided at first in a temporary manner, 
leaving as much as possible of the permanent work 
to be done after the cable had been brought into 
use. Where a grass margin existed the cable would 
be laid upon this; where there was no margin it 
would be placed in the hedge bank and kept in posi¬ 
tion by stakes—see Fig. 1 , which also shows the 
light route to which reference has been previously 
made. When it was necessary to cross roads and 
gateways the cable would be buried 
to the usual depth with a creosoted 
plank placed over the cable before 
the ground was filled in. Where 
spare pipes existed through towns 
these would be utilised. The circuits 
were to be loaded with 30 mH coils 
in buried iron pots spaced at 2,000 
yards. (Fig. 2 ). 

On March 7th the proposals were 
placed before the Department’s Con¬ 
tractors with a request that the cable 
and loading coils should be manu¬ 
factured, laid and jointed within 
a month. The Contractors were 
startled, but when they had re¬ 
covered breath they determined to 
rise to the occasion and said that if 
it were humanly possible it should be 
done. 

By the evening of March 10th the 
first 500-yard length of cable was 
completed and ready for test and the 
whole of the cable was manufactured 


by March 24th. Equal ex¬ 
pedition was shown in the 
manufacture of the loading 
coils and pots. The first 
seven pots were completed by 
March 17th and the others 
followed rapidly. 

Installation was commenced 
on March 17th. Two Con¬ 
tractors were employed, viz., 
Messrs. Standard Telephones 
& Cables and Messrs. Pirelli 
General Cable Co. They com¬ 
menced approximately mid¬ 
way, the former working to¬ 
wards Milford Haven and the 
latter towards Carmarthen. 

A gang of men was sent 
ahead to open trenches at 
road crossings. A drum of 
cable was mounted on a 
special carrier and drawn by a 
lorry or tractor (Figs. 3 and 4 ) 
which travelled along the road 
at the rate of about a mile an 
hour on the straight sections of route. Men were 
employed to pay out the cable and lift it into its 
temporary position and another gang followed to 
fill in the ground at road crossings and to make the 
cable safe in its temporary position (Fig. 3 ). As 
soon as the ends were available at jointing and loading 
points the jointing was commenced. The completed 
joints were protected by cast-iron couplings (Fig. 5 ). 

Tlip whole of the cabling and jointing work was 
completed by April 9th and was well within the speci¬ 
fication for electrical characteristics. This was a 
remarkable performance and, so far as is known, 
constitutes a record. 


Fig. 3.—Paying out Cable. 
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Fig. 4.—Lifting Cable into Position. 


The work of burying the cable to the normal depth 
then followed. Owing to the careful manner in 
which the cable had been laid out, there was 
practically no slack to be accommodated. 


It will be realised that amplifiers are necessary on 
a cable of this type and length and that the cable 
could not be brought into use until these were avail¬ 
able. There were no existing repeater stations and 
it was necessary therefore to equip stations at Car¬ 
marthen and Haverford West. This work was 
carried out by the Post Office staff. The amplifying 
equipment with the necessary power plant was com¬ 
pleted by April ioth. 

After a decision had been made to proceed with 
the cable it was decided to provide some telegraph 
circuits by voice frequency equipment to be installed 
at the ends of the cable. Messrs. Standard Tele¬ 
phones & Cables, Ltd., were requested to instal this 
equipment. 

By the time that the cable repeaters were ready 
a 6-channel V.F. equipment had been installed and 
on the morning after the completion of the cable 
this equipment was brought into use, to the great 
satisfaction of the fish merchants as this was the 
busiest week of the year for them. The remainder 
of the telephone circuits were quickly set up and 
brought into use. 

The eleven mile spur to Tenby was also dealt with 
speedily and was completed on April 21st. 

On the whole scheme there are 51 miles of cable, 
45 loading pots and 200 joints. The total time 
taken to complete the work, including amplifiers for 
all circuits, V.F. channels, power plant, subsidiary 
equipment and all necessary testing and setting up 
circuits was less than six weeks. This result was 
only made possible by the excellent organisation 
adopted by the Contractors, who left no stone un¬ 
turned in their efforts to comply with the require¬ 
ments of the Engineering Department. 



Fig. 5.—Cast Iron Coupling over Joint 
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A Wire Stringing Tool 


A NEW tool has been introduced recently for 
the purpose of threading open wires in 
position on pole lines. The tool is used in 
conjunction with standard pruning rods and avoids 
the necessity of ascending poles. The essential 
features of the method were conveyed to the Depart¬ 
ment by Mr. S. R. Robinson, New Zealand, and the 
form of the tool has been evolved in the Engineer- 
in-Chief’s Office. 

Briefly, the method of use is as follows :— 

(1) The end of the wire to be run is passed 
through the small hole in the stem of the 
stringing tool, and the free end is twisted 
round the running end to prevent it from 
running back. The tool is secured to the 
top of the pruning rods by inserting the 
lower, tapered, end into the square hole in 
the special adapter (Fig. 1 ). 



(2) The rods are then raised until the top of the 

tool is just above the arm which is to carry 
the wire, and the tool is allowed to rest on 
the arm. 

(3) By giving a slight downward jerk to the 

pruning rods, the adapter is detached from 
the stringing tool which is left in position on 
the arm (Fig. 2 ). 

(4) The pruning rods are then taken to the other 

side of the pole, and the hook of the adapter 
is dropped into the large hole in the bracket 
portion of the tool (Fig. 3 ). 

(5) By giving a slight jerk while walking in the 

direction of the next pole in the route, the 
tool is levered over the arm and brings the 
line wire with it. 

By repeating these operations at successive poles 
in the route, the line wire may be run in its correct 
position on the arms. The use of two stringing 
tools and two coils of wire, taking care to avoid 




Fig. 3.—Tool and Line Wire being Drawn 
over the Arm. 


tangling them as each is passed over the arm, makes 
it possible to run a pair of wires at each pole instead 
of running first one wire over the required number 
of spans and then repeating the operations for the 
second wire. 

In this method of running wires, the coil or coils 
of wire remain at the starting end, the running end 
of the coil and the stringing tool being carried on 
from pole to pole. 

W.H.B. 

J-J-E. 
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Small Automatically Controlled Power Plants 

H. C. Jones, B.Sc., Eng., and H. S. Waters. 


U NTIL recently, it has been the usual practice 
of the British Post Office to provide power for 
telephone exchanges by means of duplicate 
batteries, each of which is charged and discharged 
in turn and this has proved a thoroughly reliable 
system. In the case of small exchanges, the 
practice has been for the maintenance man to attend 
periodically to change over from the discharged to 
the charged battery, put the former on charge and 
set an amperehour meter in series with the charging 
circuit to an amount equivalent to the required 
charge. The plant could then be left unattended, 
the charge being disconnected automatically in due 
course through the agency of a contact on the 
amperehour meter. This scheme has proved very 
satisfactory, but it has the disadvantage that close 
maintenance attention is necessary to ensure that the 
discharging battery does not fail on the exchange. 
When the duration of one discharge lasts over 
several days it is difficult to judge exactly how long 
the battery will last and in order to ensure uninter¬ 
rupted service, the practice is probably to terminate 
the discharge before the full capacity has been used, 
and therefore to charge more frequently than is 
theoretically necessary. Primarily in order to reduce 
maintenance costs, a scheme which operates auto¬ 
matically to keep a single battery serving the 
exchange equipment always in practically a fully 
charged condition, has been developed, and this 
scheme eliminates the need for the special visits for 
power plant attention which are necessary with the 
double battery system. 

It is fortunate that the power supplies now becom¬ 
ing available in rural areas where many of these 
small plants are required, are mainly A.C. as it has 
enabled the single battery scheme to be based upon 
a simple and reliable static charging unit which has 
been found in practice to require a negligible amount 
of attention, namely, the copper oxide rectifier. 

Fig. 1 shows the principle of the scheme in its 

Ampere Hour 
Meter. 


Mains. 



Fig. 1.—Principle of Automatically Controlled Power Plant. 


simplest form. The essential features are the single 
battery, the charging unit, an amperehour meter the 
dial reading of which is approximately equal to the 
capacity of the battery, through which the batter) 
is charged and discharged. The meter is arranged 
so that discharge current from the battery to the 
exchange turns its pointer in a clockwise direction, 
whilst charging current turns it in the reverse direC' 
tion. To allow for the efficiency of the battery about 
20% more amperehours are required to turn the 
meter a given distance in the charge than in the dis¬ 
charge direction. The amperehour meter has three 
contacts., the first, AHi closes when the pointer 
indicates zero, the second, AH2, when the pointer 
indicates 4% of the dial reading, and the third, AH3, 
when the pointer indicates about 33% of the dial 
readings. 

Assume the battery to be in a thoroughly charged 
condition, and discharge to commence. The pointer 
of the amperehour meter will rotate in a clockwise 
direction and in due course the contact AH2 will 
cause the relay B, by which the mercury switch Bi 
will connect the charging current to the battery, to 
operate. Depending on the value of the discharge 
current as compared with that from the charging 
unit, the cells will either still discharge, but at a 
lesser rate than that before, or receive a charging 
current. In any case, in due course, they will 
become charged and the pointer will return to zero. 
The contact AHi will then cause the charging unit 
to be disconnected from the battery, when the cycle 
of events will be repeated. 

A definite though small current is required to start 
the meter and a current below this value will not 
operate it. Consequently at times when the charge 
is disconnected, it would be possible for small dis¬ 
charges, such as insulation losses, to occur without 
operating the meter. A progressive deterioration of 
the cells might, therefore, result, and to guard 
against such an eventuality, a trickle charge is 
permanently connected to the bat¬ 
tery. The value of this current is 
approximately equal to the minimum 
operating current of the amperehour 
meter and is usually about the 1000- 
hour rate. 

In the event of a failure of the 
power supply, or the charging unit, 
the battery will tend to discharge to 
a greater extent than normal, and in 
order that the continuity of the ser¬ 
vice may be maintained, arrange¬ 
ments are made for an alarm to be 
given when the amperehour meter 
indicates 33% of its dial reading, 
i.e., when the battery is about a 
third discharged. As will be seen 
later, the battery will then still be 
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capable of maintaining service for about 2\ days, 
so that there is adequate time to apply remedial 
measures. 

In order to prevent undue noise on the system, the 
output of the charging unit is fed to the battery 
through a filter. A series inductance of 2 henries 
connected to one terminal of the rectifier output with 



Main 
Batteru 

"HHt 

24 Cells 


Fig. 2 .—Typical Curve showing Variation of Voltage 
of Fully Charged Lead Acid Cells with Charging Rate. 

a 250 fx F condenser tapped across its centre point 
and the other terminal of the rectifier has been found 
to be a satisfactory arrangement. 

In the scheme described above, the voltage at the 
battery terminals varies between wide limits. 
During discharge, the voltage 
of each cell drops to slightly 
less than 2.0, whereas during 
charge, it rises to possibly 2.5. 

Such an arrangement is suit- 
able only when a wide voltage 
variation can be tolerated. The 
biggest field for this type of 
equipment is, however, in 
connection with R. A. X’s 
where a supply within the 
limits of 46—52 is required. A 
battery of 24 cells is suitable 
for these cases, as even at the 
end of a complete discharge, 
the peak load is unlikely to be 
such as to cause the voltage to 
drop below 1.92 per cell or 
46V. for the battery. For the 
voltage of a 24 cell battery not 
to exceed 52 on charge, the ^c. 

voltage of each cell must be 
limited to 2.16. Fig. 2 is a 
typical curve, showing the 
variation of voltage when a 
fully charged cell with plants 
positives and box type nega¬ 
tive plates is charged at 


different rates. It will be seen that for the voltage 
not to exceed 2.16, the charging current must not be 
greater than the 1440 hour rate. Hence, for the 
voltage of a 24 cell battery to remain within the 
stated limits throughout the whole cycle of charge 
and discharge, its capacity would at least be 

* 44 ° = 60 x the daily discharge. Quite apart from 
2 4 

the question as to whether the discharge could be 
made good at such a low rate, such a large battery 
is obviously impossible on grounds of cost and space 
and in order to use cells of a reasonable size, it has 
been necessary to elaborate the scheme in the manner 
shown in Fig. 3 . 

The further development consists of an arrange¬ 
ment by which counter E.M.F. cells are switched 
into or out of the main battery circuit under the 
control of a contact voltmeter. When the main 
battery voltage rises to 52, two counter E.M.F. cells 
are switched into circuit and reduce the voltage 
applied to the exchange to approximately 47.5. As 
charging proceeds, the battery voltage will continue 
to rise and when it reaches 52 a second time, the 
operation of the contact voltmeter results in two 
more counter E.M.F. cells being switched into 
circuit. While the counter E.M.F. cells are con¬ 
nected, they are charged by the exchange discharge 
current and their voltage rises to about 2.5 per cell. 
When the four cells are in circuit, the main battery 
may, therefore, be allowed to rise to about 62.0 or 
2.58 volts per cell without the voltage on the 
exchange equipment exceeding 52. 

Fig. 2 shows that a maximum voltage of 2.58 is 
attained when the charging current is at the 30 hour 



Notes AH1 closes when pointer oH Ampere Hour indicates 0 
AH2 doses when pointer indicates 4/ 0 oF Full dial. 

AH3 is dosed when pointer indicates between dd/ 0 
and WO% oF Full dial. k n , 

Relays HH and LL are Dashpot Relays. 

Tubes Cl and Dl are make beFore break. 

Fig. 3 -—Automatically Controlled Single-Battery Power Plant. 
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rate, and if the output of the charging unit does not 
exceed this amount, the voltage on the exchange 
equipment will not exceed 52. 

Starting with the amperehour meter indicating 
zero, the operation of the circuit is as follows :— 

The battery will discharge about 4% of its capacity 
when AH2 will operate relay B, thus connecting 
the charging unit to the exchange through the 
mercury tube Bi. If the discharge is more than the 
output of the charging unit the battery will continue 
to discharge, but in any case in due course the dis¬ 
charge current will be exceeded, and the battery will 
commence to charge. Its voltage will rise and on 
reaching 52 the top limit voltmeter contact will close, 
and operate relay H. This relay is of the slow 
release type, to ensure that as soon as it is operated 
it will be held sufficiently long to ensure immediate 
switching in of the first two counter E.M.F. cells 
and so minimise sparking at the voltmeter contact. 
Hi then operates relay C and its four mercury 
tubes, Ci switching the first two counter E.M.F. 
cells into series with the main battery. 

It will be seen that the C.E.M.F. cells are short 
circuited during the change over and the resistance 
R4 of about o. 1 ohms is inserted to limit the current. 
Assuming charging to continue, the voltage may 
again rise to 52. If so, relay HH will this time be 
operated as a result of which, relay D will change 
over its four mercury tubes and by means of Di 
switch two more counter E.M.F. cells into series 
with the main battery. Charging will then con¬ 
tinue until the pointer of the amperehour meter 
returns to zero, when the closing of AHi will cause 
relay B to cut off the main charge. It should 
be mentioned that the relative size of the charging 
unit and the cells is such that the voltage does not 
again rise to 52 during the completion period of the 
charge. At the end of the charge, the voltage of the 
24 cells in the main battery is of the order of 60. In 
series and opposition to it are four cells with an 
overall voltage of about 10 which thus reduce the 
voltage applied to the exchange to about 50. 

After the charging current has been cut off, the 
voltage applied to the exchange will decrease, and on 
reaching 46, the bottom limit voltmeter contact will 
operate relay L. Contact Li will cause relay D to 
change over its four mercury switches and cut out 
the two counter E.M.F. cells controlled by Di. The 
exchange voltage will thus be raised by approxi¬ 
mately 5 volts, but will then gradually decrease until 
it again reaches 46. The contact voltmeter then will 
operate LLi which will result in change over of relay 
C and its four mercury tubes, Ci cutting out the 
remaining two counter E.M.F. cells. The main 
battery of 24 cells will now be connected direct to 
the exchange, and its voltage will continue to 
decrease until it reaches about 48. The discharge 
current registered after the charging unit is cut off 
will in due course cause contact AH2 to close and 
re-connect the charge, when the sequence of opera¬ 
tions will be repeated. 

Although facilities are available for switching in 


two sets of counter E.M.F. cells, both sets are not 
necessarily switched in on each cycle of operations. 
Examination of the circuit will show that the arrange¬ 
ments allow of the first set being switched in and 
out without the second set. It will be seen that 
when the first group of C.E.M.F. cells is in circuit 
alone the current to the exchange is fed through the 
low resistance R4. The C.E.M.F. cells can, how¬ 
ever, only be cut into and stay in circuit when the 
main battery is charging, i.e., when the exchange 
load is less than the output of the charging unit and 
the voltage drop through the resistance is therefore 
negligible. 

Fig. 4 shows graphically the operation of the 
equipment when serving a telephone exchange over 



Fig. 4 .—Curves showing Typical Daily Cycle of 
Operations of Single-Battery Power Plant. 


a typical period of 24 hours. The exchange load is 
assumed to be about 70 ampere-hours a day, the 
output of the rectifier 5 amps, and the capacity of 
the battery 300 Ah. The period starts at 8 a.m. 
when it is assumed the amperehour meter indicates 
zero. The battery discharges until AH2 indicates 
12 Ah at A when the charge of 5 amps, is connected, 
thus reducing the rate at which the battery is dis¬ 
charging. At B the exchange load for the first time 
becomes less than the output of the charging unit. 
The battery, therefore, receives a charging current 
and its voltage increases. On reaching 52 at the 
point C, the first set of two counter E.M.F. cells is 
cut in, thus reducing the voltage to about 47. The 
voltage continues to rise, but at D the exchange load 
which is increasing, again exceeds the output of the 
charging unit, and discharge current is taken from 
the main battery, the voltage of which decreases. 
When the voltage on the exchange reaches 46, the 
two counter E.M.F. cells are cut out and the 
exchange voltage is stepped up to about 51. The 
exchange voltage continues to decrease until it 
reaches a steady value of about 48. The main 
battery continues to discharge until several hours 
later when the exchange load falls below the output 
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of the charging unit and charging of the battery 
again commences. The voltage rises to 52.0 at G 
when the first two counter E.M.F. cells are switched 
in. As the charging current is increasing in value, 
the voltage continues to rise and shortly again 
reaches 52 at H, when it is again reduced by the 
second set of counter E.M.F. cells. The voltage 
then continues to rise until it attains a steady value 
about 50. In due course the amperehour meter will 
return to zero at I when the output of the charging 
unit will be disconnected. The exchange voltage 
will then decrease to 46 at J when the second group 
of C.E.M.F. cells will be cut out. The voltage will 
thus be increased by about 5.0 volts, but will then 
gradually fall until on again reaching 46.0 at K the 
first group will be cut out. The exchange voltage 
thus stepped up to about 51.0 will then gradually 
settle down to about 48.0 until several hours later 
when the charging unit is reconnected to the circuit. 

It was mentioned earlier that if the voltage of the 
24 cells comprising the battery did not rise above 62 
on charge then the exchange voltage would be un¬ 
likely to rise above the limit of 52. Owing to the 
various factors, such as temperature, variation of 
specific gravity, possible ageing of the plates and 
power supply variations which might increase the 
voltage above the values indicated in Fig. 2 , a 
liberal tolerance of 2 volts is allowed, that is, it is 
arranged that the rate at the end of the charge is 
such as will keep the maximum voltage under 
ordinary circumstances to about 60 or 2.5 volts per 
cell. It will be seen that the final charging rate 
must therefore be about the 75 hour rate. The out¬ 
put current of the rectifier, however, decreases as the 
battery voltage rises and it is found that if the 
current output is equivalent to the 75 hour rate at 
60 volts it is about the 60 hour rate at 48 volts. 

These facts may now be used as a basis for 
deciding the relative sizes of battery and charging 
unit for a given installation. Assuming the plant is 


designed on a basis of 20 hours operation of the 
charging unit per day at the ultimate period, the 
remaining 4 hours being allowed as a factor of 
safety, the exchange load, D, in terms of the ampere- 
hour capacity of the battery, A, would be approxi¬ 
mately 

_ jA_ 0.83 x 13A 
60 68 

i.e ., A = 3.6D 

In obtaining the above expression it is assumed 
that for 7 hours the exchange load exceeds the out¬ 
put of the rectifier, during which time the output of 
the latter would be at the 60 hour rate. During the 
remaining 13 hours the battery would be charging 
at an average of the 68 hour rate. As the ampere- 
hour meter is 20% slower in the charge than in the 
discharge direction only 83% of this amount will in 
due course be supplied to the exchange. 

The advantages of the single battery scheme from 
a point of view of capital expenditure will be appre¬ 
ciated by the fact that whereas an installation 
requiring 60 Ah per day is usually served by batteries 
of 72 Ah capacity and a 12 amp. charging unit under 
double battery conditions, one battery of 40 Ah cells 
and a charging unit with 0.5 amp. output is all that 
is necessary for the single battery scheme. 

On the maintenance side single battery working 
is likely to result in appreciably longer battery life. 
The scheme is also extremely flexible and will auto¬ 
matically meet those occasional abnormal discharges 
which are difficult to allow for under double battery 
conditions. Although maintenance attendance will 
be reduced to an almost negligible amount the fact 
that an alarm is given in case of a failure of the 
charging arrangements makes the scheme very safe. 

Experience indicates that the circuit arrangements 
function satisfactorily and there should be a useful 
future for this type of plant. 


The Use of Ballast Resistance in Transmission Bridges 


F. B. Chapman, A.M.I.E.E. 


I N the present Transmission Bridge used in 
standard Automatic Exchanges the resistance 
of the bridge relays is 200 + 200 ohms. This 
value is a compromise effected to obtain a satisfac¬ 
tory overall result from the following somewhat 
conflicting requirements :— 

(1) High A.C. impedance—to limit the bridging 
loss to a small value. 

(2) Low D.C. resistance—to ensure a high send¬ 
ing efficiency of the subscriber’s telephone. 

(3) D.C. resistance to be sufficiently high so that 
fire risk under fault conditions (i.e., full 


battery connected across one coil of the 
relay) is kept to a minimum. 

(4) Reliable operation and suitability for impuls¬ 
ing. 

Some years ago, Messrs. Siemens Bros, indicated 
that by the use of nickel-iron sleeves over the iron 
core of a relay the impedance can be increased. 
Investigations have shown that an increase in 
impedance, of 150% or more, is obtainable and, 
therefore, a relay of resistance less than 200 
+ 200 ohms fitted with such sleeves could be pro¬ 
duced with an impedance as high as the present 
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relay without nickel-iron sleeves. It has also been 
found that satisfactory operation and suitability for 
impulsing can be obtained with a relay of much lower 
resistance fitted with nickel-iron sleeves. 

It follows, therefore, that as regards the require¬ 
ments (1), (2), and (4) cited above, a relay of lower 
resistance is a practical proposition and is of primary 
importance as regards the sending efficiency of the 
subscriber’s telephone. The reduction in resistance 
can be of assistance for increasing the sending 
efficiency of the subscriber’s telephone with the 
present maximum permissible local line resistance or, 
alternatively, in permitting an increased local line 
resistance for a given standard of transmission. In 
the latter case a considerable economy in local line 
plant may be achieved by the use of lighter gauge 
conductors. 

With the present 200 + 200 ohm bridge relay the 
current through the subscriber’s transmitter on long 
lines is comparatively small as compared with short 
lines, and a lower resistance bridge relay would 
result in heavy currents through the transmitter on 
short lines. This may not cause damage to the 
instrument, but the resultant increased side-tone 
would tend to cause subscribers to lower the voice 
which may defeat the object of increased sending 
efficiency. 

As regards fire risk (3), however, with the present 
200 + 200 ohm relay the loading on one coil when 
an earth is connected to the battery connected coil 
(equivalent to a zero resistance earth fault on the 
negative line) is 12J watts, a value which can only 
just be dissipated without serious damage and is not 
entirely satisfactory for unattended exchanges. 
Therefore the use of any value less than 200 -f 200 
ohms is not permissible unless suitable protection 
is afforded such as the provision of a microfuse. 

From the foregoing, two main difficulties arise out 
of the use of lower resistance bridge relays and these 
are : 

a. Heating and suitable means for protection. 

b. Regulation of transmitter current as between 
subscribers’ lines of high and low resistance. 

These difficulties may be overcome by the use of 
a resistance in series with the low resistance bridge 
relay, if the resistance has the characteristic of 
being very low when the current passing is small 
and high when the current is large. Such resist¬ 
ances do exist and are known as “ Ballast Resist¬ 
ances.” 

An early form of ” Ballast Resistance ” consists 
of a filament of iron wire enclosed in an atmosphere 
of hydrogen. Generally, such resistances have a 
somewhat short life, and they are easily damaged 
if the voltage rises only slightly beyond that for 
which they are designed. They are usually used to 
regulate current, passing through them, to a pre¬ 
scribed value within narrow limits of voltage change, 
and were therefore not found to be entirely suitable 
for use with the wide range of subscribers’ line 
resistance encountered in practice. 


Messrs. Siemens Bros., however, have produced a 
new type of “ Ballast Resistance ” consisting of a 
filament of tungsten wire in an atmosphere of 
hydrogen. This type of ballast will give long life 
and withstand all reasonable fault conditions, whilst 
the resistance current characteristics are more suited 
to the particular requirements of varying subscribers’ 
line resistances. 

Experiments have been conducted upon three 
single-filament ballasts of the new type for associa¬ 
tion with 50 -b 50 ohm bridge relays. The three 
types being known as 140 mA, 100 mA, and 90 mA, 
these values being approximately the current that 
each allow to pass on a zero line with the 50 -b 50 
ohm relay. 

From a heating point of view, therefore, it is 
evident that the ballast resistance will serve as ample 
guard for the low resistance relay, the wattage to 
be dissipated on one winding of the 50 -b 50 ohm 
relay to a zero resistance earth fault being of the 
order of 1 watt, which is considerably less than the 
12J watts that obtains with the present 200 -b 200 
ohm relay—the ballast resistance, of course, being 
in series with the battery connected coil of the 
50 -b 50 ohm relay. 

With regard to the use, in automatic exchanges, 
of low resistance bridge relays associated with 
ballast resistances, it is on\y necessary to apply them 
on the side of the transmission bridge which supplies 
the current for subscribers’ transmitters. Thus in 
a Director area the ballast resistance feed would be 
applied on the calling subscriber’s side of the First 
Code Selector and the called subscriber’s side of the 
Final Selector. In Non-Director areas the “ A ” 
relay of the Final Selector only supplies current for a 
subscriber’s transmitter in the case of a call 
originated by a subscriber to another on the same 
main non-director exchange. For this case it is 
considered that there is no particular need for in¬ 
creased sending efficiency and therefore the “ A ’•’ 
relay could remain as the present 200 -b 200 ohm 
type, but ballast resistance feed would be applied to 
the calling subscriber’s side of Discriminating 
Selector Repeaters and Auto-Auto Relay-sets and the 
called subscriber’s side of Final Selectors. Other 
circuits, of course, are involved and in general it 
would only be necessary to ensure that, on junction 
calls originating from, or incoming to, a subscriber, 
the current to the subscriber’s transmitter is fed via 
a ballast resistance and a low resistance bridge relay. 

Curves showing the average current/resistance 
characteristics of the three types of ballast resist¬ 
ances are given in Fig. 1 , whilst Fig. 2 shows the 
loop currents when associated with a 50 -b 50 ohm 
bridge relay in comparison with the present 200 
-b 200 ohm relay. Fig. 3 shows the relative feeding 
current loss deduced from Fig. 2 . 

From Figs. 2 and 3 it will be seen that in the 
140 mA type ballast an increase of feeding current 
is obtained throughout a range of line resistance and 
a corresponding reduction in the relative feeding 
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Current in mA 


1.—Average Current/Resistance Characteristics 
of Ballast Resistances. 



Curve A. 200ft + 200ft relay without ballast. 

,, B. 50ft + 50ft relay with three nickel-iron sleeves 
and 140 mA type ballast. 

,, C. 50ft + 50ft relay with three nickel-iron sleeves 
and 100 mA type ballast. 

,, D. 50ft + 50ft relay with three nickel-iron sleeves 
and 90 mA type ballast. 


Fig. 2.—Loop Current/Resistance Curves. 



Curve A. 
» B. 


C. 

D. 


200ft 4- 200ft relay without ballast. 

50ft + 50ft relay with three nickel-iron sleeves 
and 140 mA type ballast. 

50ft -f- 50ft relay with three nickel-iron sleeves 
and 100 mA type ballast. 

50ft + 50ft relay with three nickel-iron sleeves 
and 90 mA type ballast. 


Fig. 3.—Feeding Current Loss. 


current loss as compared with the 200 + 200 ohm 
relay. With the 90 and 100 mA types, however, it 
will be seen that on low resistance lines the current 
is limited to a value comparable with the existing 
200 4- 200 ohm relay. As stated previously, it is 
not desirable to increase the transmitter current on 
short lines owing to the possible degradation of 
effective transmission due to side-tone, and therefore 
the 90 and 100 mA types are considered the most 
suitable for use—the slight decrease on zero lines 
probably being an advantage rather than a dis¬ 
advantage. The 100 mA type shows a relative 
advantage over the 90 mA type on lines up to 350 
ohms. 

Another important factor arising from the use of 
increased feeding current is the additional current 
consumption that would be taken from the exchange 
battery and power supply. For the 140 mA type 
ballast there is an increased feeding current of 
approximately 40 mA throughout a normal range of 
line resistances. With the 100 mA type, however, 
the increase in feeding current is not so large, 
especially on short lines. Thus assuming, say, 50% 
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of the lines are between o and 100 ohms, 25% 
between 100 and 200 ohms and 25% between 200 
and 600 ohms the average increase per ballast is 
approximately 8 mA. This value would be slightly 
less in the case of the 90 mA type ballast. In both 
the 90 mA and 100 mA cases, the increase in feeding 
current is relatively small as compared with the 
40 mA of the 140 mA type ballast. From all points 
of view the 100 mA type ballast is the most suitable 
for use. 

Fig. 4 indicates the impedance unbalance obtained 
when the three types of ballast are used with a 
50 + 50 ohm relay fitted with three nickel-iron 
sleeves. The relay itself was balanced and there¬ 
fore the impedance unbalance shown in the graphs 
is due solely to the ballast resistance. This un¬ 
balance is considered too high, owing to the cross¬ 
talk that would result in practice, but it may be 
minimized by shunting the ballast resistance by a 
condenser or even by winding the relay with coils 
unbalanced to counteract the ballast resistance. 
The latter method, however, is not considered to be 
practicable for use with varying line resistances and 
the fact that the ballast itself varies in resistance 
with varying current. 



Fig. 4 .—Impedance Unbalance of 50Q 4- 50U Relay with 
Three Nickel-iron Sleeves plus Single Ballast Resistance. 


A further method would be to use two ballast 
resistances (one in series with each coil of the relay) 
or alternatively use a ballast having twin filaments. 
Messrs. Siemens have constructed ballast resistances 
with two separate filaments enclosed in one glass 
bulb. The characteristics are similar to the 100 mA 
single filament type referred to in the preceding 
paragraphs, and the graphs shown in Figs. 1 , 2 , 
and 3 can be taken as representative for the twin 
filament ballast. 


2 



Fig. 5 .—Final Selector Transmission Bridge employing 
50ft 4- 50Q Relay and Ballast Resistance. 


Tests on the twin filament ballasts have shown 
that it is possible to produce them without undue 
unbalance between the individual filaments. Under 
fault conditions, where one filament may be subject 
to prolonged heavy current and the other is at rest, 
the degree of unbalance may increase for a short 
period after removal of the fault condition. This 
has not been found to be serious, especially as the 
balance restores to normal after a period of rest or 
with normal working currents. The tests have also 
shown that the life of the ballast can be expected to 
reach about 30 years if there is no excessive vibra¬ 
tion. 


2 



Fig. 6.—First Code Selector Transmission Bridge 
employing 50Q 4- 50ft Relay and Ballast Resistance. 
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BALLAST RESISTANCE 



Fig. 7 .—ioo mA Twin Filament Ballast Resistance, show¬ 
ing Connecting Tags, Insulating Washer, and Fixing Screw. 


The twin filament ballast resistances are being- 
subject to an experimental trial under practical work¬ 
ing conditions at Springfield Exchange in the 
Birmingham Area and are associated with 50 + 50 
ohm relays, fitted with nickel-iron sleeves, on the 
calling side of First Code Selectors and the called 
side of Final Selectors. The trial has been proceed¬ 
ing for six months or so and the evidence obtained 
so far indicates that satisfactory performance under 
working conditions is to be expected. 

Figs. 5 and 6 show, schematically, the trans¬ 
mission bridge circuits of Final and First Code- 
Selectors with twin filament ballast resistances 
associated with 50 T- 50 ohm relay with nickel-iron 
sleeves. The “ A ” relay of the Final Selector is 
shown as the present 200 + 200 ohm type of relay 
as this relay only supplies the feeding current for 
the calling subscriber in the case of a local call on a 
Main Non-Director exchange. In this case, as pre¬ 
viously stated, it is considered that there is no 
particular need for increased sending efficiency. 

The photograph given in Fig. 7 shows the latest 
development of Messrs. Siemens 100 mA twin- 
filament ballast resistance, whilst Fig. 8 is a photo¬ 
graph of a Final selector fitted with a ballast. From 
Fig. 7 it will be seen that the ballast resistance is 
arranged for single screw fixing and provided with 
tags for soldered connexions rather than using a 


plug and socket method of mounting. The dimen¬ 
sions are approximately 3" long and 1" diameter. 
Thus the ballast may be mounted in a relay space 
on the mounting plate, with connexions made by 
normal switch plate wiring, or in any other con¬ 
venient position such as the condenser box at the 
back of a mounting plate. 

In view of the foregoing it will be seen that the 
use of Ballast Resistances in association with low 
resistance transmission bridge relays may have a 
very important effect on Telephone service as a 
whole on account of the possibilities of improving 
the general standard of transmission or reducing the 
cost of local and junction line plant or, alternatively, 
an arbitrary combination of both. 

In conclusion, the author desires to express his 
thanks to Messrs. Siemens Bros, for the loan of 
literature and photographs, and acknowledges the 
use of information obtained from tests carried out at 
the P.O. Research Station. 



Fig. 8.—Final Selector fitted with Bauasi Resistance. 
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Wigan Exchange 

A. G. Lyddall. 


T HE opening of the Wigan (Lancs.) automatic 
exchange on Saturday, March nth, 1933, 
instanced a further example of the Depart¬ 
ment’s progressive policy of applying to practice on 
an experimental basis developments in automatic 
telephone switching methods. The system is * 
Strowger step-by-step designed and installed by 
Messrs. Automatic Electric Co., the system being 
known as Type 30C. The difference from the 
orthodox type lies in the use of the Common Control 
principle in certain of the switching stages. 1 

The exchange opened with 1,384 subscribers’ lines 
and a multiple capacity of 2,300. These figures 
include two hypothetical exchanges, Hindley and 
Platt Bridge, which form the nucleus of two future 
satellite exchanges, the subscribers being accom¬ 
modated on the Wigan switching plant, but having 
a range of numbers proper to the future satellite 
exchanges. 


variations in the holding times of 1st selectors, there 
is no reason to suppose that increased efficiency over 
an individually-controlled selector would result from 
the application of common control. Hence, the 1st 
selector remains virtual^ standard practice. 

Similar consideration applies to the selector con¬ 
taining the transmission bridge and ringing relays, 
etc., but in distinction to standard practice, a general 
principle has been established by the Automatic 
Electric Company in regard to the provision of 
common control to the ranks of selectors subsequent 
to the 1 st, that it is preferable to transfer the trans¬ 
mission bridge, etc., from the final selector to one 
of the preceding ranks of selectors, not common 
controlled. Therefore, the local 2nd selectors at 
Wigan contain the transmission bridge and are 
individually controlled, but level 8 and 9 second 
selectors, viz., dialling out and manual board services 
respectively are common controlled, the transmission 


From Pi ailing-in Exchanges. 



Fig. 1.—Trunking Diagram. 


Provision is also made for dialling-out facilities to 
seven manual exchanges within the unit fee area. 

The trunking scheme and the ranks at which 
common control is applied are shown in Fig. 1 . 
The object of the common control principle is to 
effect economy in switching plant, but investigation 
has shown that on account of the comparatively wide 


1 “ Common Control System.” R. Taylor and C. E. Beale. 
P.O.E.E. Journal, Vol. 24, page 125. 

“ Line Finder Developments in the British Telephone 
System, using 2-motion Selectors..” W. A. Phillips, 
A.M.I.E.E., and R. Taylor. P.O.E.E. Journal, Vol. 24, 
page 276. 


feed for calls via these selectors being in the out¬ 
going relay-set. 

The final selectors, both ordinary and 2/10 P.B.X. 
types, are also common controlled. 

Circuit descriptions and diagrams of the common 
controlled second and final selectors are included 
later in the article (Figs. 6 and 7 ). Battery testing 
for free outlets is used throughout the scheme. 
This principle prevents a selector switching on a 
disconnected outlet, as is possible on “ earth ” test¬ 
ing schemes, and as an engaged outlet is “ busied 
with a low resistance earth the possibility of dual 
connexions is. claimed to be virtually non-existent. 

The common control selectors and relay-sets are 
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WIGAN EXCHANGE 


mounted on racks io' 6" high. All selectors are of the 
10-level, 20-contact type, and each rack has a capacity 
for 70 selectors, or 60 selectors and 10 relay-sets. 
The wiring commons between the relay-sets and the 
associated selectors are permanent and arranged 
such that each relay-set controls the selectors 
mounted in the corresponding position on each shelf, 
namely, relay-set No. 1 is associated with selectors 
in No. 1 position on all shelves associated with the 
same group of controls, No. 2 relay-set with No. 2 
position selectors, etc. 


relay-sets in this case is 13 to 1, and in the case of 


final selectors is 9 

to 1. The actual ratio in use at 

present is as follows :— 


Abprox. 

Second selectors (Levels 8 and 9). Control Sets. ratio. 

Level 8 D.I. group 

24 ^ 

„ 8 M.E. „ 

16 

,, 8 Trk. „ 

5 l Total 65 8 8:1 

» 9 D -I. » 

10 I 

„ 9 M.E. „ 

10 j 


* Final Selectors. 

Regular and 2/10 P.B.X. 215 28 8:1 


2nd Selectors 
8A 9A 



Fig. 2 .—Lay-out of Common Controlled 
Second Selectors. 


Fig. 2 depicts the lay-out of the common-controlled 
second selectors and indicates that five groups of 
selectors are served from the same set of control 
relay-sets. Fig. 3 (left) is a photograph of the same 
apparatus. The maximum ratio of selectors to 



Fig. 3.—Second Selector Rack, showing 
Control Relay-sets. 


The difference between the maximum ratios of 
these two ranks of selectors is accounted for by the 
lower holding time of 2.0 seconds of the common 
controls for the second selectors as against 3.5 to 
4.0 seconds of the final selector common controls. 
The reason for this is that the final selector accepts 
two digits. 

It will be appreciated that during the time that a 
comjnon control set is in use, an artificial busying 
effect is imposed on the remaining idle selectors in 
the same “ control ” group, and though this busy 
period per call is very small, i.e., the holding time 
period for the rank of common control under con¬ 
sideration, nevertheless this factor must be included 
for switch provision design purposes. The net 
result is that generally a slight increase in selectors 
is necessary to offset this effect. 

In the case of selectors only, this increase is not 
serious to the economics of common control, but 
where the selector terminates an incoming junction, 
the artificial busying effect is circulated over the 
junctions and selectors, with a consequent increase 
to both. The increased cost of line plant in such 
circumstances therefore prohibits the use of common 
control; hence, the incoming dialling-in junctions at 
Wigan are individually controlled. 

Fig. 4 is a photo of a suite of 200-point line finder 
racks at Wigan; 16 Finders (7 Regular and 9 
Auxiliary) are fitted per 200 subscribers’ group, and 
each rack comprises two such groups with the 
associated line and cut-off relays, and two primary 
control sets. 

The secondary finders are arranged in two groups 
of 15 uniselectors per group; hence a common pool 
of 2 x 15 = 30 first selectors is available to all 
200-point line finder groups. 

The total number of first selectors available for 
regular subscribers is :— 


Per 

200 subscribers group = 7 ) 

= 70 

No. 

of groups = 10 f 

Per 

secondary finders = 30 

= 30 


Total 

109 


In addition 15 first selectors are provided for Coin 
Box lines served directly from one group of 200- 
point finders. 

Two further non-standard features are also worthy 
of mention, viz., the Trunk train, and Assisted 
Service. The facilities afforded by these features 
were described in the article on Advance exchange 
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idle signals on the O.G.J. multiple, and chargeable 
time indicators. 

Conclusion . 

From the foregoing description, it can be seen 
that the application of the Common Control principle 
is governed by the all important costs factor, and 
the principle is applied at any rank of selectors only 
when it is economical. Similar consideration applies 
to the 200-point line finder which can, in general, 
be considered counterpart to the Common Control 
principle. 

It must not be thought, however, that costs are 
the primary considerations, however much economies 
in capital expenditure and maintenance costs are 
desirable. These must be subordinate to the pro¬ 
vision of an efficient service, but as the design of 
the 30C System is based upon the use of the well- 
known Strowger two-motion selector and relay, it is 
fully expected that the quality of service given at 
Wigan will be equal to that given by the standard 
Strowger system. 

The author desires to express grateful thanks to 
Messrs. Automatic Electric Co. for the use of photo¬ 
graphs and subject information, and to Mr. T. H. 
Russel, of the Engineer-in-Chief’s Office, for assist¬ 
ance in preparing the circuit descriptions which 
follow. 

First Selector. 


Fig. 4 .—Suite of 2oo-point Line Finder Racks. 

in the previous issue of the Journal. In the Trunk 
train, the trunk traffic is dialled from Manchester 
to ordinary 1st selectors with separate outlets to 
special “ transmission feed ” 2nd selectors which 
embody trunk offering facilities. The banks, of 
these are included in the common grading to the 
regular final selectors. The provision of trunk 
offering final selectors is thus obviated. The 
Assisted Service facility is incorporated in the level 
91 (Enquiry) relay-sets. 

The auto-manual switchboard provides for the 
latest practice in operating and consists of ten A-, 
four jack-ended B-, and four Monitors’ positions, 
equipped with sleeve control cord circuits, visual 


Bi 



A brief description of the individually controlled first selector 
is included for the purpose of completing the chain of connect¬ 
ing circuits. The outlet testing circuit is shown in Fig. 5 . 

When the selector A relay operates from the subscriber's 
loop, earth is applied on the P-wire to hold the line finder and 
subscriber’s line and cut-off relays. The selector steps 
vertically and then rotates to find a second selector. Testing 
for a free battery connected outlet is carried out by the inter¬ 
action of HA and G relays. If the outlet is engaged or dis¬ 
connected, relay G operates from earth, Bi oper., HA winding 
of 8 oof 2 , R springs oper., 8 oof 2 and 240G windings of G, HAi 
normal, 50 £2 res. to battery. The rotary magnet is dis¬ 
connected at Gi, and when R springs open, relay G releases, 
and again completes the rotary magnet circuit. The selector 
then takes one step. 

If the outlet is free, relay HA will operate via earth, Bi 
oper., 800Q winding of HA, HA2 normal, metal rectifier, 
P-wire to ioo £2 resistance battery at the second selector. 

Relay HA switches the positive and negative wires through 
and holds via earth, NR springs operated, HA2 oper., 20G 
winding of HA, metal rectifier to battery at the forward 
selector. Earth, via the low winding of 20O, 
provides a guarding condition for the outlet. 
Earth via Gi normal, HA4 oper. and the 
incoming private wire holds the preceding 
circuits, when B3 releases. 

Common-controlled 2nd Numerical 
Selector (Fig. 6). 

The selector tests free when a low resistance 
battery, common to a group of selectors, is 
connected to the P-wire. The H relay of the 
previous selector operates to this battery, 
extends the conversational wires through, and 
applies a low resistance earth to the P-wire. 
This earth appears, via the common point, on 
the P-wire of all disengaged selectors form¬ 
ing the group, and thus, while the control 
relay-set is in use in the setting-up of a call, 
these selectors are artificially busy to traffic 
incoming to the rank of selectors. 

K 
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The A relay operates to the loop on the conversational wires. 
K relay operates to the earth extended on the P-wire and 
connects the selector to the control relay-set. Relay B is 
operated by A, and together with K operates C, which operates 
BA. 

Relay A is pulsed by the next digit dialled and repeats the 
impulses via C relay to the vertical magnet, and the selector 
steps to the required level. 

Relay C releases on completion of the digit, and completes 
the circuit for operation of the rotary magnet. The rotary 
magnet steps the wipers on to the first contact of the level, 
and completes the testing circuit for HX and G. If this out¬ 
let is busy, i.e., connected to earth, current will flow through 
both coils of HX from one coil of G. HX does not operate 
as the current flows in such a direction that the coils are in 
opposition ; G however, does operate and completes the testing 
circuit for HY. Relay G disconnects the rotary magnet, 
which breaks the operating circuit for G. If the P2 outlet is 
busy, G will be short-circuited by the earth on the P-wire and 


will release, re-connecting the rotary magnet and stepping the 
switch to the next outlet. 

If P2 outlet is free, HY will operate from the earth via G, 
with current in both coils of HY to the low-resistance battery 
on the free outlet. The current is in such a direction that, 
under this condition, the coils of HY now assist one another. 
Meanwhile the current operating HY holds G. 

When HY operates, an earth is connected to the P-wire 
via the low resistance coil of HY, holding this relay, but short- 
circuiting G, which releases HY, disconnects the driving 
circuit of the rotary magnet, and operates HB on its low 
resistance coil from battery via the rotary magnet. 

Relay HB extends the positive, negative and private wires 
to the next selector and prepares a holding circuit for itself 
to the P-wire. 

The operation of HB releases A, followed by B, which 
releases K. 

Relay K, in releasing, completes the holding circuit of HB 
on its high resistance coil connected to the P-wire, to the 



































































































WIGAN EXCHANGE 


149 



batter)' via the rotary magnet, the holding earth on the P-wire 
now being received from the selector ahead ; K also discon¬ 
nects and releases the control relay-set and allows the other 
disengaged selectors in the group associated with the control 
relay-set to become free. 

Outlets busy. 

Should all outlets be busy the selector steps to the nth step 
and operates the cam springs which operate SC in the control 
set. Busy tone is sent back to the subscriber. Should the 
subscriber delay in clearing, the control set is released from 
the selector by the time pulse and N.U. tone is connected to 
the subscriber. 

Incomplete dialling. 

If the selector is seized, and no dialling impulses received, 
the time pulse causes the wipers to rise and cut in to the first 
level, stepping to the nth step, returning N.U. tone, and 
releasing the control relay-set. 

Common-controlled 200-LiNE Final Selector. (Fig. 7 ). 

Discrimination between the two groups of 100 subscribers 
to which the selector has access is effected in the penultimate 
stage. The negative, positive and private wires are switched 
through from this stage when a free final selector has been 


found, as indicated by a low-resistance battery on the P-wire 
from the control set. This battery is common to other 
selectors, and when one selector is seized the remaining dis¬ 
engaged selectors associated with the particular control set 
considered are made artificially busy so long as the control set 
is in use. On seizure, relays A and K operate, followed by 
C and B. 

Relay A responds to the tens digit impulses and repeats 
them to the vertical magnet. At the completion of the digit 
dialled, C releases, operating E, which then re-operates C on 
its high resistance winding. E also operates ER. 

Relay A now repeats the units digit impulses to the rotary 
magnet. At the end of the digit C releases, which releases E 
slowly. C connects HC to the P-wire of the called subscriber. 
If the subscriber is disengaged HC operates. This occurs 
during the slow release of E. 

Relay HC releases ER and applies an earth to the positive 
line to indicate to the penultimate selector that the subscriber 
is free and may be rung. Relay HC disconnects A from the 
negative line, but provides a holding circuit during the release 
of ER. When ER releases, H is operated and A is released. 
The outgoing P-wire is guarded by HC pending the operation 
of H. 

Relay A releases B, which releases K and the control set 
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relays; K disconnects the control relay-set from the final 
selector and allows the remaining disengaged final selectors 
associated with the control relay-set to become free. 
Subscriber engaged. 

Should the called subscriber be engaged, an earth will be 
present on the outgoing P-wire, and HC will not operate. 
When E releases, an earth will be applied to the incoming 
P-wire to signal the penultimate selector that the subscriber 
is engaged. Busy tone is returned from the penultimate 
selector and the final selector with its control set released by 
the removal of the holding earth on the P-wire. 

Incomplete dialling. 

In the event of non-receipt of either the tens or units digits, 


the time pulse will step the selector shaft vertically off normal, 
and return the “ subscriber free ” signal to the penultimate 
selector. The resulting ringing is immediately tripped, and 
when TP, which is held by the Z pulse, releases at the 
cessation of the pulse, H is operated, returning NU tone to the 
subscriber, and the control - relay-set is released. 

P.B.X. working. 

The control relay-set shown may be used without alteration 
with 200-line final selectors having ordinary facilities or with 
final selectors having 2-10 line P.B.X. facilities in one group 
of 100 lines and ordinary facilities in the other group 
of 100 lines. The conversion from an ordinary to a P.B.X. 
final necessitates the addition of a P.B.X. arc to the selector 
and the utilization of the WS contact shown spare. 


Research 


I N the following notes, brief details are given of 
some of the work that has been in progress 
during the past few months. 

Repeater Systems. Extensive trials on the 
simplified form of echo suppressor (valveless) have 
shown that the design should prove very satisfactory 
and especially so in view of the application of the 
new two frequency signalling scheme. 

A receiving device for 500/20 cycles signalling on 
trunk lines pending the general introduction of the 
above two frequency system has been working in a 
satisfactory manner on a trunk circuit. Additional 
models have been made and are being applied for 
test purposes. Difficulties associated with the exist¬ 
ing valve signalling receivers whereby false opera¬ 
tion arises due to “ Telex ” can be successfully 
overcome by the inclusion of a new form of dis¬ 
criminating device involving a metal rectifier. 

Carriers. Tests on the equipment manufactured 
for the Anglo-Dutch cable route have been com¬ 
pleted and the installations at Aldeburgh and Dom- 
burg are now being introduced into the system to 
provide the carrier channels. 

The experimental mains carrier sets have 
again been brought into commission to cater for 
seasonal ” working between Inverness and Kyle, 
while an additional set is being made available for 
Scarborough-York. Using this type of equipment 
the carrier tests in Army D.8 cable at Aldershot have 
been continued and it has been verified that for 15 
or 20 miles the earthed phantom circuit is much 
better than the side circuit and permits of very good 
speech being obtained on the carrier. 

In connexion with the schemes for combined 
audio and carrier working on underground repeater 
circuits, tests have been made on the Carmarthen- 
Milford Haven route where it is intended to have 
experimental circuits. 

The attenuation and cross-talk results at carrier 
frequencies indicate that all of the quads should 
permit of good carrier working on the four wire 
within quad basis. 

Noise in Switchroom. As a result of tests made 
before and after the treatment of the ceiling of a 


switchroom at G.P.O. South with “ Parfelt ” it was 
found that the average noise level had been reduced 
by about 10 db. 

Magnetic Flux Test for Receivers. An adaptation 
of the Crompton “ Tong Test ” ammeter has been 
made by which the flux from a receiver magnet may 
be read directly on a scale. The instrument con¬ 
sists essentially of a moving iron ammeter without a 
magnet system. By means of suitable pole pieces 
the flux from a magnet may be led to the movement 
and made to deflect the pointer. A simple method 
of calibration was devised. 

With modern cobalt steel magnets it is found that 
the strength of the magnet often gives little or no 
indication of the transmission efficiency of the 
receiver, as this latter is more affected by other 
factors. The test is valuable, however, to check 
the quality of the magnet. 

Local Line Transmission. In connexion with the 
standardisation of transmission in local areas it has 
been necessary to prepare curves of local line losses 
for the Telephone 162, etc., on various types of 
exchanges both C.B. and L.B. These are nearly 
complete. 

New Type Watch Receivers. Tests have been 
made of receivers of the same pattern as those on 
Telephones No. 164 as watch receivers for use in 
parallel with the existing subscriber’s receiver. On 
the whole the results are better than with the present 
pattern of extra receiver. 

It should be noted, however, that as shown in the 
curves in the report, in noisy situations greater gain 
in reception may be obtained by the use of an anti¬ 
side tone induction coil with one receiver than by 
fitting an extra receiver. The loss which occurs 
when the extra receiver is not in use is eliminated. 

Use of Palladium for impulsing relay contacts. 
The life of Palladium contacts is about half that of 
Platinum when tested under the same conditions, 
but as the cost per unit volume is about one quarter 
that of Platinum, it is considered that a practical 
trial of Palladium impulsing contacts for group and 
final selectors is justified. 

Alloys of Platinum—10% Rhodium and Palladium 
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—5% Rhodium-Ruthenium are not suitable for this 
purpose. 

V.F. Supervisory Signal Equipment for Telex 
Service. This is a supervisory lamp signal for Telex 
positions to operate on cessation of Telex signals. 
A relay set incorporating a valve operated relay has 
been made up and installed at the London Trunk 
Exchange for a trial on a London-Dover circuit. 

Auxiliary Apparatus Unit for Printer gram 
positions. The Telegraph Section required an 
apparatus unit which will enable Telex subscribers 
to transmit messages to the Printergram positions 
at the C.T.O. without requiring the attention of an 
operator unless the subscriber calls in the operator 
by pressing his “ J M bell key. 

The following facilities have been provided by this 
unit :— 

1. The subscriber establishes a telephone call to 

Printergrams, listens for ringing tone and 
then a special tone. The cessation of the 
latter tone indicates that the Printergram 
Telex apparatus is ready to receive his 
message. 

2. At the end of the message, the subscriber 

depresses his “ J M bell key to call in the 
operator for an acknowledgement of receipt 
of the message, thus maintaining existing 
procedure on phonogram circuits. 

3. The circuit is cleared by the depression of 
a key. 

Apparatus which provides these facilities has been 
constructed and consists of equipment for one 
position and common equipment suitable for the 18 
Printergram positions at the C.T.O. where a trial is 
to be made. 

Liverpoof-Douglas Teleprinter Circuits 4 and 5. 
Two additional teleprinter circuits are being pro¬ 
vided between Liverpool and Douglas, I.O. M. 
(No. 4 and No. 5). 

Each circuit is intended to be worked two loop 
simplex with 40-volt universal batteries between 
Liverpool and Blackpool, each loop being super¬ 
posed on telephone pairs. At Blackpool, a telegraph 
repeater is installed, together with other apparatus, 
and the section Blackpool-Douglas is worked loop 
duplex and composited on phantom circuits in the 
submarine cable between Blackpool and Port Erin, 
being extended from Port Erin to Douglas by super¬ 
position on telephone loops. At Blackpool and Port 
Erin special electrical filter equipment is installed 
on the circuit, the line current being provided from 
special rectifiers drawing power from the A.C. mains 
at Douglas. 8o-volt positive and negative local 
batteries are used to operate the teleprinter at 
Blackpool. The repeaters are fitted with monitoring 
facilities so that Blackpool can come in circuit with 
a teleprinter and 

(a) Observe passing signals in one direction at 

a time, 

(b) Transmit and receive signals to Liverpool 

or Douglas as required, 
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(c) Transmit to Liverpool and receive from 
Douglas or transmit to Douglas and re¬ 
ceive from Liverpool. 

International Telex Working. The introduction 
of the Telex Service by the B.P.O. has increased the 
interest of other administrations in this method of 
Teleprinter communication and, in view of the possi¬ 
bility of international working, it is expedient that 
the administrations concerned should come to an 
agreement on the carrier frequency. 

The carrier frequency used in this country, 300 
p.p.s., is on the lower limit of the frequency range 
of international circuits and, as the range from 400 
p.p.s. to 1,300 p.p.s. is used for various signalling 
facilities, 1,700 p.p.s. is.favoured by the German 
and Dutch administrations. 1,700 p.p.s. is con¬ 
sidered to be rather high by the B.P.O., but the 
possibility of adopting this, or, alternatively, a fre¬ 
quency between 1,300 and 1,700 p.p.s is now being 
investigated. 

Tariff Y Circuit. This was a circuit designed to 
work from Telex into a D.C. line. Some difficulty 
was experienced, due to echo effects, but this was 
overcome. At each end of the circuit there is a 
normal Telex converter. At points where the tele¬ 
phone line joins, the D.C. line, a unit must be in¬ 
serted to perform the conversion from A.C. to D.C. 
or vice versa. 

Voice Frequency Duplex (A.C. Mains Case). This 
system operates on a voice frequency basis and pro¬ 
vides a speed of working of 200 w.p.m. over a tele¬ 
phone line (two wire or four wire) provided that 
overall transmission equivalent does not exceed 30 
db. It is similar to the D.C. mains case previously 
described, but in this case all power is obtained from 
the A.C. mains. 

Leclanchd Cells. Investigation has been made 
of the following methods of reducing evaporation of 
electrolyte in Leclanch6 cells : (1) providing the cell 
with an airtight cover, (2) providing an oil layer on 
top of the electrolyte, (3) mixing glycerine with the 
electrolyte. The results show that the use of an air¬ 
tight cover which effectually reduces evaporation 
does not reduce the output of a cell when ammonium 
chloride excitant is used. This method is preferable 
to the use of oil on account of greater cleanliness. 

A report has been issued describing two bridge 
methods of measuring the inductance and effective 
resistance of loading coils. The methods described 
are adapted for rapid and direct reading and have 
been specially designed for factory tests. 

Tests of specially insulated telephone cables for 
use at, or near, E.H.T. Sub-stations have been 
carried out. At these points there is a dangerous 
rise in the earth potential during faults on the 
E.H.T. system; but the tests show that the cables 
tested will withstand the potential likely to be met 
with due to faults on present systems. Attention is, 
however, drawn to the necessity of providing a dis¬ 
tant earth on the sheath when the cable is provided 
with a lead sheath. 
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Mr* R. Shepherd 

E regret to record the death at Constantinople, 
after a painful illness, of Mr. Robert 
Shepherd, one of the pioneers of the British 
telephone system. Mr. Shepherd was born in 
i860 and, after receiving his education at Queen’s 
College, Belfast, and Edinburgh University, he 
entered the service of the Scottish Telephone Ex¬ 
change, Limited, in 1880. He was sent by this 
Company to Belfast to open the first exchange in 
Ireland. After acting as Assistant Engineer to the 
National Telephone Company (which had acquired 
the Scottish Company) Mr. Shepherd went to Italy, 
where he did pioneer work for the Anglo-Continental 
Telephone Company in Florence, Bologna and 
Leghorn. In 1886 he rejoined the National Tele¬ 
phone Company and was appointed District Manager 
for Ulster. In 1896 he was appointed Provincial 
Superintendent for the West of England, subse¬ 
quently being moved to the more important North 
Western District with headquarters at Liverpool. 
He held this Superintendentship until the transfer 
of the Company’s system to the Post Office on 31st 
December, 1911. Mr. Shepherd has latterly been 
living in retirement at Constantinople. In his 
pioneer days in Ireland, and especially in Italy, Mr. 
Shepherd had to train his own men, design various 
telephone accessories, and overcome many of the 
difficulties incident to an entirely new art which he 
did with exemplary skill and patience. 


Mr. Arthur Edward Salmon 

We regret to have to announce that Mr. Arthur 
Edward Salmon, Chairman of W. T. Henley’s 
Telegraph Works Company, Ltd., died suddenly on 
the morning of April 6th at his residence “ Brooks- 
by,” Bourne End, Bucks. 

Mr. Salmon was born on 5th March, 1865. He 
joined Henley’s as Secretary in April 1894, was 
appointed a Director on July 9th, 1926, acting 
especially in the capacity of Financial Advisor to the 
Board. He was elected Chairman of the Company 
on April 1st, 1932. 

The interment took place at Little Marlow 
Church on April 8th. A memorial service was held 
at the Church of St. Sepulchre, Holborn Viaduct, on 
April nth. 


Copies of Earlier Volumes of the 
Journal 

The Board of Editors has on hand a number of 
copies of earlier issues of the Journal. Copies of 
V°ls, 1, 5> 6 > 7> 8 > 9> IO > IJ > ! 3 > l6 > * 7 > 2I > 

22 (Parts 3 and 4 only), 23, 24 (Parts 2, 3 and 4 only) 
and 25 (Parts 1, 2 and 4 only) may be obtained, price 
1/- per Part (1/3 post free) on application to the 
Managing Editor. 


Storm Damage 

The snowstorm of last February caused extensive 
damage to the Department’s overhead routes, 
particularly in South Wales, and the article by 
Capt. J. G. Hines, on page 133 of this issue, 
describes the expedition with which the affected 
routes in this part of the country were made service¬ 
able. It is interesting to observe how widespread 
was the damage occasioned by storms during this 
period, as evidenced by the following extract from 
an American journal :— 

“ Beginning on March 18th, a storm blanketed 
practically the whole country and developed a 
variety of troubles. Sleet and snow caused heavy 
casualties in open lines throughout New York, 
Michigan, Wisconsin, Minnesota, and the North¬ 
west. Heavy rains, flooding the Ohio and other 
rivers, put part of our lines under water. An 
electric storm caused damage to the cable at 
Charlotte, N.C., and badly crippled communica¬ 
tion with Florida and other parts of the South.” 


Birthday Honours List 

His Majesty the King has been pleased to confer 
the following honours upon members of the P.O. 
Engineering Department :— 

I.S.O. 

Mr. John Hedley, Staff Engineer, Engineer-in- 
Chief’s Office. 

M.B.E. 

Mr. J. Hodgetts, Assistant Engineer, Swansea. 

Medal of the Order of the British Empire. 

Mr. F. Taylor Bird, Inspector, Nottingham. 

Mr. A. E. Smith, S.W. Cl. II., Sheffield. 
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London District 

THE MONETARY AND ECONOMIC 
CONFERENCE. 

Scarcely more than four weeks prior to the open¬ 
ing- of the Conference the Geological Museum 
Building at South Kensington comprised bare walls 
and floors, but with commendable speed the Office of 
Works have rendered it a magnificent building 
complete with a scheme of decoration in keeping 
with the dignity of the Conference. With a demand 
no less pressing upon the Post Office, the telephon¬ 
ing of the building, involving a task of considerable 
magnitude and importance, has been carried out to 
schedule. The special requirements for the Confer¬ 
ence, the need for avoiding the cutting away of 
walls, the restriction of surface wiring inside the 
building left no alternative but to run the bulk of 
the cabling and leads on the outside walls. 



Main Conference Hall. 


The main Conference Hall is an impressive feature 
of the building. It provides seating for 168 Dele¬ 
gates and 144 Diplomats, Economic Experts and 
Press representatives and there is limited accommoda¬ 
tion for the Public. On either side of the Rostrum 
at the Western end of the Hall are the B.B.C. and 
Marconi Enclosures. Loud speakers on each main 
pillar provide speech amplification and acoustic 
defects of the Hall have been practically eliminated 
by the provision of a fabric valerium stretched 
between the galleries. Accommodation for film 
operators is provided midway along the Hall on the 
North side. 

On the 1st Floor are the North and South Com¬ 
mittee Rooms furnished in the style of the Main 
Conference Hall and the Refreshment Lounge for 
the use of the Delegates. A Lounge is also pro¬ 
vided on the 2nd Floor. Of artistic interest in the 
Committee Rooms and Lounges are the valuable 
wall tapestries which have been lent for the Confer- 


Notes 

ence, some of which date from the XIVth century. 
The offices and rooms for the President and 
Secretariat are in the office block at the West end 
of the building. 

The Basement is allocated to the Press, Cable 
Companies, Post Office, Typists, Book stall, 
Information and Travel Office. 

In order to provide telephone service into the 
building it was necessary to lay some 300 yards 
of duct from Queens Gate to the rear of the building 
and in all over 4 miles of telephone cable have been 
run for the various services, equivalent to approxi¬ 
mately 180 miles of single wire. In addition spare 
wires and junctions have been allocated for the 
various private wires and External Extensions. 

The services in the building are for the most part 
controlled from a 5-position P.B.X. with 25 ex¬ 
change lines to Western (Western 7260), 2 lines to 
Trunks and 20 tie lines to the Foreign Office and 



Delegates' Lounge. 


various hotels. The first work performed by the 
West Internal Section L.E.D. was to modify the 
No. 9 Boards from C.B. to Auto working. There 
are 112 direct extensions on the P.B.X., 23 of which 
are installed in Cabinets. In addition there are 15 
Plan No. 7’s and 1 Plan 1 Extension. 

27 Multi-Coin boxes in Cabinets are installed, 11 
of which have direct lines to Western Exchange : 
the remaining 16 are for the use of the Press and 
are connected via a special Control Board to 
Western Exchange, the Press number being 
Western 8160. In addition there are 15 Call Boxes 
working to Trunks via a second Control Board. 
These two Control Boards near the Press Room were 
designed in the Superintending Engineer’s Office 
and wired by the staff of the West Internal Section. 

Amongst the suite of Cabinets in the Basement 
are 3 for private wires provided for the Cable 
Companies with Plan 1 Extensions to the Companies’ 
stands. Two other cabinets are connected to the 
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P.B.X. via one of the Special Control Boards and 
by this means a caller ringing up the main P.B.X. 
Western 7260 and requiring the Press, is switched 
through to the Control Board thus obviating the 
necessity for the caller to ring off and call up the 
official Press number. Over and above these facili¬ 
ties, 12 private wires terminated in Cabinets are 
provided for the Press and other users. Instructions 
in English and French for callers are inserted in 
frames outside each Telephone Cabinet. H.M.T’s 
are in use throughout the building. 

The teleprinter service for the Cable Companies 
is an important facility and ten machines were in¬ 
stalled at the date of opening. An alternative route 
for these services via Western Exchange has been 
provided for in case of emergency. 

For the Broadcasting Service 5 lines have been 
provided from the Control Room on the 1st Floor to 



P.B.X. Switchboard. 


Broadcasting House with 12 extensions to the micro¬ 
phones in the Conference and Committee Rooms. 

The remaining facility to be mentioned is the Car 
Park Control and lines to this point have been pro¬ 
vided from the front and rear entrance of the 
Museum with extensions to A.A. boxes at the Car 
Parks. 

In conclusion it should be stated that completion 
of the work against time has only been possible by 
reason of the close co-operation maintained between 
all concerned. The greater part of the work was 
shared by the West External and West Internal 
Sections of the London District and with the assist¬ 
ance of the C.T.O. and South Power Sections it is 
felt that a satisfactory job has been accomplished. 

W. F. B. 

South-Western District 

THE POSTMASTER-GENERAL AT 
PLYMOUTH. 

On May 17th there occurred what was a unique 
ceremony in the history of the Post Office when at 


the Plymouth Guildhall, in the presence of a dis¬ 
tinguished company, Sir Kingsley Wood laid by 
remote control, the foundation stones of : — 

The new Plymouth Automatic Telephone Ex¬ 
change in Norley Yard. 

The extension of the Telephone Exchange in 
Castle Street, Exeter. 

The extension of the H.P.O. and Telephone 
Exchange at Torquay. 

This ceremony followed the opening of the new 
public office at Plymouth Post Office. 

The stone-laying operations were primarily con¬ 
trolled by the operation of three press buttons, 
mounted on a handsome case, bearing the Coats ol 
Arms of Plymouth, Exeter and Torquay. As each 
button was depressed, a circuit was completed over 
a trunk line to the distant end. The trunk circuits 
terminated at a relay Standard B, a switch N.T.17 



Cabinets, etc., in Basement. 


being provided in the local circuit. On the opera¬ 
tion of the switch, a further local circuit containing 
a 13-ampere fuse was closed. The foundation 
stones were each suspended about an inch above 
their final resting place, being maintained in this 
position by a counterweight of approximately 25 lb. 
The arrangements provided that on the blowing of 
the fuse, the counterweight would fall and release 
the foundation stone. The receptacle provided to 
receive the counterweight was fitted with contacts 
which closed a return circuit, and lit a lamp at the 
Guildhall, Plymouth, the glowing lamp thus indi¬ 
cating satisfactory operation of the arrangement. 
A suitable resistance was included in the fuse circuit 
to ensure an adequate lag between the pressing of 
the button and the lighting of the lamp, as otherwise 
these two operations would have been practically 
simultaneous. 

The whole arrangements worked with complete 
success. 

The Postmaster-General then sent telegrams from 
the Guildhall to the Mayors of Exeter and Torquay. 
The Exeter message read “ Have just laid by 
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electricity foundation stone of extension of telephone 
exchange at Castle Street, Exeter, and hope in¬ 
creased facilities will enhance prosperity of your 
city,” and the Torquay telegram was in similar 
terms. Within a few minutes, telegrams were 
received from the official observers at each point, 
stating that they had seen the stones “ well and 
truly laid.” 

The stone bore the inscription “ This Stone was 
laid by His Majesty’s Postmaster-General, the Rl. 
Hon. Sir Kingsley Wood, M.P., on the 17th May, 
1933.” I n a cavity underneath each stone were 
placed a dial in a sealed box, and copies of the 
current telephone directory, a newspaper of the 
day’s date, and the programme of the ceremony. 

LANGTREE COUNTRY SATELLITE 
EXCHANGE. 

Telephone service for the majority of the rural 
areas which are now being developed, is provided 
by the Rural Automatic Exchanges, but there are, 
however, areas where owing to the low development 
figures and the distance of the area from the parent 
Exchange, the initial outlay is such that some more 
economical means of affording service is desirable. 

It was, therefore, decided as an experiment to 
offer to those who have supported the R.A.X. 
proposal, service by means of a new system pro¬ 
visionally called “ Country Satellite Exchange,” 
and Langtree in North Devon is the first of such 
Exchanges to be provided. The Exchange was 
successfully opened on the 1st June. 

Langtree is a small agricultural village approxi¬ 
mately 4 miles South-West of Torrington, and 
service was required by nine subscribers. The 
length of the longest circuit from the central point 
is approximately 3^ miles, and the development 
prospects are small. 

The system provides for the subscribers’ lines to 
be led to a series of relays located at some central 
point. As in the case of an R.A.X., the junction 
line runs from these relays to the parent exchange 
but all calls pass over the junction, whereas, in the 
case of an R.A.X., inter-R.A.X. subscribers’ calls 
are completed without the use of the junction line. 
Normally about 85% of R.A.X. calls pass over the 
junction. 

When a subscriber on a Country Satellite Ex¬ 
change desires to make a call, he lifts his receiver 
and, provided that the junction line is at the time 
disengaged, he is automatically switched through to 
the parent exchange where the call, whether to a 
fellow subscriber on the Satellite Exchange or to a 
subscriber beyond, is completed. As soon as any 
subscriber has established connexion with the parent 
exchange, the lines of other subscribers on the Satel¬ 
lite Exchange are rendered “ dead,” so that the 
subscribers have complete secrecy for all calls. 

The most convenient pole at the practical centre 
of the area to be served was selected on which to fit 
the unit, which consists of two separate relay-sets, 


one of discriminating relays and the other of line 
relays. These sets are jacked into a weatherproof 
cast iron box and the whole fitted on the pole at a 
height of about six feet. 

With the object of keeping the interior of the cast 
iron box as dry as possible, a dessicator consisting 
of silica-gel in a small container is placed in the 
box. 

The telephones fitted at the subscribers’ premises 
are Telephones No. 156 with bell sets No. 21, and 
these have given excellent transmission results 
under all tests. 

A full description of the circuit operation of this 
system is given in this issue of the Journal. 

RETIREMENT OF MR. J. BAXTER, 
ASSISTANT SUPERINTENDING ENGINEER. 

It is felt that these notes would not be complete 
without some reference to the unusually sincere and 
affectionate tributes paid to Mr. Baxter by his col¬ 
leagues on the occasion of his retirement in March 
last, after a long and distinguished official career. 

Mr. Baxter joined the Service in January, 1887, at 
Birmingham, and after spending a number of years 
as a telegraphist, was transferred to the S. Wales 
District as a clerk. He became a 2nd Class Engi¬ 
neer in 1903, a 1st Class Engineer in 1911, and an 
Executive Engineer in the same year. He came to 
the South Western District as Assistant Superin¬ 
tending Engineer in 1928. 

A large and representative gathering assembled 
at a smoking concert at The Prince’s Restaurant, 
Bristol, on March 14th, 1933, under the Chairman¬ 
ship of the Superintending Engineer, Mr. P. T. 
Wood, when farewell speeches and presentations 
were made. The company included Mr. Thompson, 
Assistant Superintending Engineer, Mr. Rattue (Mr. 
Baxter’s successor), Mr. A. Bristow, District 
Manager, and Mr. D. Williams, Staff Officer. 

After the evening had been opened with musical 
items, speeches were made by Messrs. Williams, 
Thomson, Bristow and Rattue, which emphasized 
the high esteem in which Mr. Baxter was held by 
the whole of the staff, and echoed the general regret 
which was felt at his departure, and the universal 
wish that he might enjoy a long and happy retire¬ 
ment. 

The Chairman then presented Mr. Baxter with a 
number of items of electrical domestic equipment, 
and in a felicitous speech, referred to the great 
assistance he had received from Mr. Baxter’s sound 
judgment and experience, and his comprehensive 
knowledge of the Department’s organization. 

Mr. Baxter replied in a speech characterized by 
his usual dry humour and deep insight into human 
nature. He expressed appreciation of the gifts and, 
more especially, of the spirit in which they had been 
given. He said that he was glad he had been able 
to render any such advice and assistance as his 
colleagues might have found useful and that he 
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would always cherish pleasant memories of the staff 
with whom he had spent his official career. 

After supper, an excellent musical programme 
was provided, and the evening terminated with the 
singing of Auld Lang Syne. 

North-Eastern District 

FAREWELL TO MR. J. W. ATKINSON. 

On Friday, April 28th, a gathering representative 
of almost all branches of the Post Office and includ¬ 
ing a good number of “ gallants ” from the happy 
band of retired officers, met at the Guildford Hotel, 
Leeds, to say farewell to Mr. J. W. Atkinson 
(Superintending Engineer), N.E. District, on the 
occasion of his transfer to London as deputy 
Superintending Engineer. 

After an enjoyable concert, which included songs 
both old and new, the chairman, Mr. W. D. Scutt 
(Sectional Engineer) proposed the toast of the guest 
of the evening, and in the course of his remarks 


referred to Mr. Atkinson’s untiring activities during 
his 5 years’ sojourn in Leeds. Then followed from 
numerous speakers expressions of warm appreci¬ 
ation of Mr. Atkinson’s personality, of his willing¬ 
ness to help on all occasions, of his highly skilled 
capabilities, and of his human qualities which were 
in evidence in his dealings with all grades of the 
staff. He was aptly described as “ one of Nature’s 
Gentlemen.” Mr. W. Stewart (Asst. Suptg. Engr.) 
gave tangible expression to the good wishes of the 
assembly by presenting to Mr. Atkinson a dinner 
service and a Globe Wernicke Book-case subscribed 
for by members of the Engineering and Clerical 
staffs throughout the district and by some of his 
departmental friends retired and serving. 

Mr. Atkinson in reply expressed his thanks for 
the loyal support and co-operation he had received 
in all his official undertakings and for the useful 
gifts. These he said would alwavs serve to offer 
him happy memories of the North East Engineering 
District and of the man)' sincere friendships he had 
formed there. 


Institution of Post Office Electrical Engineers 


History of the Post Office Engineering 
Department 

The Council of the Institution has had under 
consideration the question of arranging for the 
compilation of a History of the Post Office Engineer¬ 
ing Department, but came to the conclusion that it 
was not possible to undertake such a task at the 
present time. The Council feels, however, that it 
would be very unfortunate if information of historical 
value which is at present available should be lost 
merely through the lack of any organisation for the 
collection of such valuable literary material. The 
Council wishes to announce, therefore, that it has 
decided to arrange for the filing and indexing of any 
memoirs or information of historical value which 
may be offered to the Institution. 


Retention of Membership on 
Retirement 

The following members who have retired from the 
Service have elected to retain their membership of 
the Institution :— 

G. Bailey, 72, Estcourt Avenue, Headingley, 
Leeds. 

J. S. Brown, Longacres, Whiteneep, Romney 
Extra, Hants, 


W. C. Burbridge, 60, Croydon Road, Penge, 
S.E.20. 

C. Carruthers, Denton Holme, Appleton Road, 
Linthorpe, Middlesbrough. 

W. Dolton, 51, Tudor Gardens, West Acton, W.3. 

J. J. Hardie, 1, Falls Grove, Gatley, nr. Man¬ 
chester. 

T. B. Johnson, 5, Oakwood Drive, Roundhay, 
Leeds. 

W. J. Medlyn, c/o Midland Bank, 96, Deansgate, 
Manchester. 

E. Newton, Hillview, Dallin Road, Bexley Heath, 
Kent. 

W. Stevenson, c/o Strowan, Bolton Crescent, 
Windsor, Berks. 

J. D. Taylor, 99, Cookridge Lane, Cookridge, 
Leeds. 

G. S. Wallace, 71, Sholebroke Avenue, Leeds. 


Corresponding membership 

The following have been elected : — 

C. A. K. Jeffery, c/o Electrical Engineer, Public 
Works Department, Hong Kong. 

W. E. Smith, G.P.O., Dar-es-Salaam, 

Tanganyika. 

G. L. Agar, G.P.O., Wellington, N.Z. 

H. Collins, c/o Divisional Engineer, G.P.O., Port 

Elizabeth, S.A, 
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Scotland East 

The fifth general meeting was held on the 14th 
March, 1933, when a paper, entitled “ Repeater 
Station Developments at Aberdeen since 1926,” was 
delivered by Mr. R. Goodfellow. The lecture was 
a survey of the progress made from a single carrier 
current equipment to an up-to-date repeater station. 
The various stages in repeater development were 
dealt with at length. The installation of the Aber¬ 
deen equipment, with special reference to testing 
equipment and power plant and the subsequent 
extension to provide repeater equipment for the 
B.B.C. services, came under review. The paper 
concluded with a review of the scheme for the 
transfer of important aerial trunks to main under¬ 
ground cables, and the difficulties which had to be 
overcome before the work could be satisfactorily 
completed. The paper contained a number of illus¬ 
trative diagrams. 

An interesting discussion ensued. 

Messrs. Hargreaves and Bryden delivered their 
paper, “ Recent Developments in Underground 
Construction,’* at the April meeting. It was fol¬ 
lowed with great interest and evoked an animated 
discussion. 

VISIT TO THE B.B.C.—SCOTTISH 
REGIONAL STATION. 

This station stands in imposing isolation on a 
lonely moorland at Westerglen, outside Falkirk, 
midway between Edinburgh and Glasgow. 

It has two transmitters working on approximately 
equal power. The site, which was chosen after 
exhaustive field tests, enables them to cover 80% of 
the population of Scotland. The Station has been 
built on the same lines as the Regional Stations at 
Brookman’s Park and Moorside Edge, but with 
certain improvements incorporated. 

The visit which was made jointly with the members 
of the Scotland West Centre proved of exceptional 
interest. 

Scotland West 

Six meetings were held during the session at 
which a variety of subjects were discussed. A good 
average attendance was maintained. A visit to the 
Scottish National Broadcasting Station at Wester¬ 
glen, Falkirk, jointly with the members of the 
Scotland East Centre, proved a popular termination 
to the programme. 

The membership remains constant. The pro¬ 
gramme for the ensuing session is engaging the 
attention of the Committee. 

Northern Ireland 

Contributions to the programme have, with one 
exception, been made by members of the Centre and 
a selection of subjects on the most up to date Tele¬ 


graph and Telephone methods has proved very 
beneficial to the members. 

At the opening meeting of the session held on 
October 4th Mr. T. Cornfoot, M.I.E.E., Chairman 
of the Centre, gave a very interesting address on the 
subject “ Modern Industry.” 

The next meeting, held on November 1st, was the 
occasion of the visit to the Centre by Mr. W. West, 
B.A., A.M.I.E.E., of Headquarters Research De¬ 
partment, when he lectured on “ Room Noise and 
Reverberation as Problems in Telephony.” The 
subject, being a new one, created considerable 
interest and a larger number of visitors than usual 
attended the meeting. The lecture was much appre¬ 
ciated and provided opportunity for a good construc¬ 
tive discussion in which the visitors joined. 

In his opening remarks the Chairman, Mr. T. 
Cornfoot, referring to his impending departure to 
Reading, thanked all members and visitors who had 
contributed to the success of the meetings of the 
Institution during the time he had been in Belfast. 

At a meeting held on 6th December, Mr. T. T. 
Partridge, M.I.E.E., M.I.Struct.E., was welcomed 
to the Chair by the Vice-Chairman, Mr. A. H. 
Jacquest, A.M.I.E.E. Mr. Partridge assured the 
members he was very pleased to become Chairman 
of the Belfast Centre, which, he was aware, had been 
doing excellent work. 

A paper, entitled ” Voice Frequency Telegraphs,” 
read at this meeting by Mr. A. H. Jacquest, proved 
a very popular one and was discussed at consider¬ 
able length. 

Mr. W. McL. Gillespie, Telegraph Superintendent, 
paid tribute to the successful work of the Engineer¬ 
ing Department in the installation of Voice Fre¬ 
quency working at Belfast. 

Mr. A. S. Colston took for his subject at the next 
meeting held on the 10th January—“ Laying, Load¬ 
ing and Balancing Trunk Cables.” The progres¬ 
sive stages of the work were well described and 
illustrated on the screen; particular interest being 
added by the introduction of slides depicting the 
laying of the Carrickfergus cable. The last part of 
the paper took up the thread of a paper entitled “ An 
introduction to Cable Balancing,” given by Mr. A. 
H. Jacquest in the 1931-32 programme. 

This was followed at the February meeting by a 
joint paper in which Mr. A. McCrossan gave a 
detailed description of the methods of laying ducts, 
building manholes, drawing in cables, jointing, 
arrangement of cables in manholes and lay-out; and 
Mr. A. Wilson, Draughtsman, linked up the work 
with the necessary records prepared in the Drawing 
Office. 

At the meeting held on the 14th March a paper, 
entitled “ Carrier Current Telephony,” was read by 
Mr. J. L. Winter. The subject was made very 
interesting with the aid of lantern slides kindly lent 
by the Standard Telephone Company. Mr. Winter 
summarised the system in a manner which was much 
appreciated. 
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Edinburgh Centre 

The meetings continue to be well attended. At 
the February meeting Mr. R. M. Henderson, of the 
Senior Section, gave a paper on the “ Installation 
of an Automatic Exchange.” A paper on ” Man¬ 
hole Construction ” was delivered in March by Mr. 
R. D. Forbes. Good discussions ensued. During 
April the members visited the ” Scotsman ” News¬ 
paper Office. 


Dundee Centre 

A paper on “ Automatic Exchange Construction ” 
was read by Mr. W. S. Baxter on the 2nd March. 
The following night a visit was made to the new 
Park Automatic Exchange. The paper and visit 
roused additional interest on this subject. At the 
last meeting of the session, held on the 31st March, 
Mr. W. Blvth gave a paper on “ Wireless Recep¬ 
tion,” which evoked a good discussion. 

Northern Ireland Centre 

The facilities at Queen’s University, Belfast, en¬ 
joyed by the parent section of the Institution were 
obtained for the Junior Section and, with assistance 
in other respects, an excellent programme was 
carried out. The Section shows a virility which 
augurs well for the future. 


Middlesborough Centre 

The Annual General Meeting was held on April 
28th, 1933, under the Chairmanship of Mr. J. I. 
Smith, Sectional Engineer. 

The attendance was very good, which has been a 
feature of all previous meetings. 

The membership has been increased during the 
session from 32 to 36 members. 

The balance sheet presented showed a surplus of 
£2 4s. 6d., which was considered highly satisfactory 
by the members. 

We have been able to arrange during the session 


to provide each member with a copy of the papers 
given, at a charge of 3d. each. 

Aberdeen Centre 

Interest at this Centre has been well maintained. 

On the 28th March, Mr. R. Goodfellow, of the 
Senior Section, delivered his paper on “ Aberdeen 
Repeater Station Development,” which evoked much 
discussion. 

An exhibition of lantern slides illustrating methods 
of cable-laying by means of the mole drainer took 
place on the 18th April. Mr. W. J. Eves spoke on 
the various slides and a number of points were sub¬ 
sequently discussed. 

Preston Centre 

A most successful session came to a close on Wed¬ 
nesday, the 19th April. 

All the papers have been of a high standard. One 
of the successful features in connection with the 
formation of the Junior Section has been the hidden 
talent, which has been brought to light by its 
members. 

We are hoping to have a more successful session 
next term, and a cordial invitation is extended to 
all members of the staff, Internal and External, to 
join. 

Glasgow Centre 

The Centre was inaugurated on the 16th Decem¬ 
ber, 1932, when a meeting was addressed by Mr. C. 
Whillis. Mr. Harvey Smith was adopted as Chair¬ 
man. 

Five meetings have been held which have aroused 
considerable interest over a variety of subjects. 

Active steps are now being taken towards the 
preparation of the programme for the ensuing 
session. 

The membership (40) remains somewhat low in 
comparison with smaller towns in other districts, 
but it is hoped that this will be remedied in the near 
future. 

The Secretary is Mr. M. Griffith. 


Book Reviews 


“ Elements of Engineering Acoustics.” By L. 
E. C. Hughes, A.C.G.I., D.I.C., B.Sc., Ph.D. 
Ernest Benn, Ltd., London, 1933. 150 pages. 

Price 8/6. 

The initials L.E.C.H. have long been familiar to 
those interested in acoustics, and especially to 
readers of The Electrician ; the book which is the 
subject of this review has therefore been awaited 
with interest. In it Dr. Hughes gives us an outline 
of the fundamental principles—and, to quite a wide 
extent, modern practice—involved in the acoustics 
of sound-reproducing systems; nor does he con¬ 
centrate exclusively on acoustics, since one of the 


seven chapters is devoted to amplifiers. He is 
therefore to be congratulated on having covered so 
wide a field within the compass he has allowed 
himself. 

An excellent feature is the attention that is given 
to the aesthetic values of the reproduction in relation 
to the physical shortcomings, i.e., to the distortions 
introduced by the systems. In particular, the 
importance of considering the directional properties 
of the microphones and reproducers used in studios 
and auditoriums is emphasized. It is, perhaps, a 
pity that the term ” distortion ” is not applied more 
consistently throughout the book; in the index, 
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specific reference is made to three kinds of distor¬ 
tion only, and two of these are not generally of first 
importance. 

By intention, the book is one of ideas rather than 
formulae, but this is not to say that there are not 
some formulae included, of the kind useful for 
reference. In view of his main purpose, the author 
has, I think, rendered his task somewhat more 
difficult by a ubiquitous use of the decibel scale, and 
the consequent focusing of attention on power levels 
—often when power is not a consideration of primary 
importance. However, only those readers who are 
not familiar with the decibel are likely to notice the 
handicap, and a single reading of the book should 
be sufficient to remove so unfortunate a deficiency. 

The first three chapters give a brief outline of 
sound and its reproduction, particularly in relation 
to hearing and to the acoustics of room. Chapter 
IV. describes a number of types and methods of 
electro-acoustical measurement. Modern micro¬ 
phones and reproducers, together with available 
details of their performance characteristics, occupy 
Chapters V. and VII.; while Chapter VI., on 
amplifiers, is of very general interest. The book 
contains eight clear photographs of instruments and 
apparatus, and is concluded by a well-chosen list of 
references to other works. 

The author has refrained from committing him¬ 
self to formal definitions of technical terms—wisely, 

I think, since he avails himself of some of the 
colloquial expressions with which the art of sound 
reproducing has recently so enriched our language. 

Both the subject itself and Dr. Hughes’ method of 
treating it will appeal to telephone engineers. 

W.W. 

“ The Radio Engineering Handbook,” edited by 
Keith Hannay, New York; McGraw Hill Book 
Company. 30/-. 

This book comprises twenty-three sections, twenty- 
two of which have been contributed by specialists in 
their particular subjects. While this is undoubtedly 
the best way of obtaining authoritative subject 
matter, it is subject to the liability of overlapping in 
the contributions of the various specialists. There 
is a certain amount of such overlapping in the present 
work, but not to an extent which detracts from the 
value of the work. 

The first section of nineteen pages consists of 
mathematical and electrical tables. The copper wire 
tables are in B and S gauge and will not be very 
useful to British readers. The table of circuit con¬ 
stants giving L, C, w, wave-lengths and frequency 
values is arranged in such a manner that different 
multipliers have to be applied to the various columns. 
For example even the frequency and o> columns do 
not correspond for some unknown reason while no 
information is given as to the dimensions of the 
quantities tabulated. 

The second section on electric and magnetic cir¬ 
cuits deals with the fundamentals of electricity and 
magnetism alternating currents and radiation. Some 
of this could have been omitted as a radio engineer 
could be expected to know fundamentals such as 


ohms law; on the other hand, formulae for comput¬ 
ing the capacity and inductance of antennae would 
have been useful, but for these the reader is referred 
to other publications. The third section is on resist¬ 
ance and is written by an engineer engaged in the 
manufacture of resisters. The article would have 
been an excellent one for an electrical engineering 
handbook, but for the radio engineer the question of 
the high frequency resistance of coils formed of 
multi-strand and tubular conductors, etc., is very 
important and this portion of the subject is rather 
inadequately treated. 

Sections 4 and 5 are on inductance and capacity 
by officers of the Bureau of Standards and contain 
a good deal of useful information. Section 6, of 40 
pages on combined circuits of L C & R, is a particu¬ 
larly useful summary of the properties of combina¬ 
tions of these quantities in alternating current cir¬ 
cuits, including coupled circuits, recurrent networks 
and wave filters. Section 7 is on measuring instru¬ 
ments, and here again the subject of measurement 
at radio frequencies is inadequately treated although 
there is a good deal of useful information about low 
frequency measurements. Section 8 is on vacuum 
tubes, by an engineer in a receiving valve manufac¬ 
turing company. It is a useful summary of the pro¬ 
perties of receiving valves and omits any reference 
to transmitting valves. Section 9 is on the design 
of oscillating circuits, by D. C. Prince, of the 
General Electric Company, and contains useful in¬ 
formation. Section 10 is on detection and modula¬ 
tion and covers the subject fairly thoroughly, a very 
useful bibliography is included in this section. 
Sections 11 and 12 are on audio and radio frequency 
amplifiers respectively. The former includes data 
on interstage coupling circuits, determination and 
measurement of distortion and the use of pentodes. 
The latter section deals with resistance, impedance 
and transformer coupled amplifiers, methods of 
avoiding oscillation, power amplifiers and frequency 
multipliers. Section 13, by G. L. Beers of the 
R.C.A. Victor Company, deals with receiving 
systems and covers fairly thoroughly the design of 
broadcasting receivers. Sub-sections deal with 
methods of testing, neutralization, superheterodyne 
sets, gauging of heating oscillators, tone control, auto¬ 
matic gain control and power supply. Section 14, on 
broadcasting, deals with acoustics, audio frequency 
systems and transmitters. Section 15 is on rectifiers 
and power supply systems, while Section 16 is on 
loud speakers and acoustic systems; this is a useful 
section and contains a copious bibliography. Hoyt 
Taylor contributes Section 17, on high frequency 
transmission and reception, and gives an authorita¬ 
tive summary of the characteristics of short wave 
propagation. Succeeding sections deal with code 
transmission and reception, television, facsimile 
transmission (by Ranger), aircraft radio, photo cells 
and sound motion pictures. It will be seen from this 
description that the book covers a very wide field, 
wider probably than any other work on the same 
lines and certainly more up to date. It will form a 
valuable work of reference for the radio engineer. 

A.J.G. 
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Name. 


Graham, R. B. 

Wylie, T. O. K. ... 

Harbottle, H. R. 

West, W. 

Tolley, L. L. 

Moller, P. D. 

Durkin, T. 

Gill, O. W. 

Maltby, A. G. 

Chany, F. T. 

Critchlow, V. G. 

Smith, A. E. 

Harris, S. R. 

Prosser, P. 

Wallworth, A. R. 

Edmondson, J. 
Bateson, E. L. H. ... 

Hatfield, W. H. ... 

Power, W. C. S. 

Tetlow, F. E. 

Freestone, A. G. 

Flanagan, W. J. C. ... 

Casterton, E. J. 

Luck, L. A. 

Hatch, E. F. 

Sharp, L. W. 

Forty, S. C. 

Buy, H. A. 

McBryde, H. 

Poole, H. 

Cartwright, C. N. ... 
Chislett, G. C. 

Frost, J. 

Whittington, F. 

McLeod, T. 

Jones, C. W. ... 
Chamberlain, A. E. ... 
Thwaites, H. J. 

Guy, L. . 

Hancock, L. 

Clarke, G. E. 

Soper, D. C. 

Arnold, C. W. 
Prichard, F. E. 

Slater, G. H. 

Webb, A. W. 

Allsup, E. F. W. 
Smith, G. J. ... 

Pride, C. A. 


Staff Changes 

POST OFFICE ENGINEERING DEPARTMENT. 


Promotions. 


From. 

To. 

Date. 

Assistant Engineer, York Section, 

Executive Engineer, Leeds External 

4 - 4-33 

N.E. District. 

Section, N.E. District. 
Executive Engineer, Telephone 


Assistant Engineer, Telephone 


2 9 - 3-33 

Section, E.-in-C.O. 

Section, E.-in-C.O. 

Assistant Engineer, Research Section, 

Executive Engineer, Research 

2 -S -33 

E.-in-C.O. 

Section, E.-in-C.O. 
Executive Engineer, Research 


Assistant Engineer, Research Section, 


2 - 5-33 

E.-in-C.O. 

Section, E.-in-C.O. 

Assistant Engineer, Research Section, 

Executive Engineer, Research 

2 - 5-33 

E.-in-C.O. 

Section, E.-in-C.O. 

Assistant Engineer, Construction 


Chief Inspector, Construction 


To be fixed 

Section, E.-in-C.O. 

Section, E.-in-C.O. 

Assistant Engineer, Technical Section 


later. 

Chief Inspector, W. Yorks Internal 


To be fixed 

Section, N.E. District. 

N.E. District. 

later. 

Chief Inspector, Research Section, 

Assistant Engineer, Research Section, 

To be fixed 

E.-in-C.O. 

E.-in-C.O. 

later. 

Inspector, London District. 

Chief Inspector, London District. 

15-10-32 

Inspector, S. Lancs. District. 

Chief Inspector, S. Lancs. District. 

16-10-32 

Inspector, S. West District. 

Chief Inspector, S. West District. 

22-2-33 

Inspector, S. Mid. District. 

Chief Inspector, S. Wales District. 

23 - 4-33 


Inspector, S. West District. 

Chief Inspector, S. West District. 

To be fixed 



later. 

Inspector, London District. 

Chief Inspector, London District. 

20-12-32 


Inspector, Lines Section, E.-in-C.O. 

Chief Inspector, Lines Section, 

5 - 4-33 


E.-in-C.O. 


Inspector, Northern District. 

Chief Inspector, Northern District. 

10-2-33 

Inspector, Telegraph Section, 

Chief Inspector, Telegraph Section, 

9 - 4-33 

E.-in-C.O. 

E.-in-C.O. 


Inspector, Research Section, 

Chief Inspector, Research Section, 

6-11-32 

E.-in-C.O. 

E.-in-C.O. 


Inspector, Research Section, 

Chief Inspector, Research Section, 

5 - 3-33 

E.-in-C.O. 

E.-in-C.O. 


Inspector, Equipment Section, 

Chief Inspector, Equipment Section, 

i-i -33 

E.-in-C.O. 

E.-in-C.O. 


Inspector, Equipment Section, 

Chief Inspector, Equipment Section, 

i-i -33 

E.-in-C.O. 

E.-in-C.O. 



Inspector, Radio Section, E.-in-C.O. 

Chief Inspector, Radio Section, 

4 - 4-33 


E.-in-C.O. 



Inspector, Radio Section, E.-in-C.O. 

Chief Inspector, Radio Section, 

1-10-32 


E.-in-C.O. 


S.W.I., S. Mid. District. 

Inspector, S. Mid. District. 

4-12-32 

S.W.I., S. Mid. District. 

Inspector, S. Mid. District. 

g - 4-33 

S.W.I., S. Mid. District. 

Inspector, S. Mid. District. 

22-1-33 

S.W.I., S. Mid. District. 

Inspector, S. Mid. District. 

8 - 4-33 

S.W.I., S. Mid. District. 

Inspector, S. Mid. District. 

I 5 -I -33 

S.W.I., N. Eastern District. 

Inspector, N. Eastern District. 

23 - 4-33 

S.W.I., N. Eastern District. 

Inspector, N. Eastern District. 

1-1-32 

S.W.I., N. Wales District. 

Inspector, N. Wales District. 

5 - 3-33 

S.W.I., S. Wales District. 

Inspector, S. Wales District. 

4 - 2-33 

S.W.I., S. Lancs. District. 

Inspector, S. Lancs. District. 

8-2-33 

S.W.I., N. Mid. District. 

Inspector, N. Mid. District. 

II- 5-33 

S.W.I., S. Lancs. District. 

Inspector, S. Lancs. District. 

14 - 4-33 

\ 



/ 

13-12-32 





i-i -33 

i-i -33 





30-1-33 

31-12-32 





i-i -33 


S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 


17-12-32 

10-9-32 

3 I - I 2-32 





19-12-32 

H-i -33 

22-4-33 





24-10-32 

j 



V 

To be fixed 



later. 
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Name. 

*Carter, R. O. 
*Mead, F. C. 


Turner, A. F. 

Prescott, J. 

Goodchild, R. F. 
Harnden, A. B. 

Nicholls, C. A. 1. 

Owens, W. H. 

Knight, A. R. 

Renton, R. N. 

Dunn, W. K. 

Prickett, W. 

Carrette, A. D. 

Hamilton, D. F. 
Stonebanks, A. M. ... 

Judson, J. E. ... 

Porter, W. F. 
Wading, C. E. C. ... 

Fairs, A. E. 

Ellenden, A. H. 
Pilcher, C. J. F. 
James, L. R. 
Combridge, J. H. 

Mayne, E. A. 

Fogg, G. H. 

Trott, L. J. ... 

Button, G. E. 

Reed, R. E. 

Leach, F. 

Edwards, S. J. 

Pugh, S. E. ... 

Dolan, W. H. 

Maddison, W. H. 
Watson, L. R. 


\ 


/ 



Appointments. 


From. 


Probationary Inspector 
(Limited Competition). 


Probationary Inspector 
(Open Competition). 


To. 


Assistant Engineer, Research Section, 
E.-in-C.O. 

Assistant Engineer, Research Section, 
E.-in-C.O. 

Inspector, Designs Section, 

E.-in-C.O. \ 

Inspector, Telephone Section, 
E.-in-C.O. 

Inspector, London District. 

Inspector, London District. 

Inspector, S. West District. 

Inspector, London District. 

Inspector, London District. 

Inspector, Telegraph Section, 
E.-in-C.O. 

Inspector, Lines Section, E.-in-C.O. 

Inspector, Lines Section, E.-in-C.O. 

inspector, Equipment Section, 
E.-in-C.O. 

Inspector, Scot. West District. 

Inspector, Telegraph Section, 
E.-in-C.O. 

Inspector, Equipment Section, 
E.-in-C.O. 

Inspector, London District. 

Inspector, London District. 

Inspector, London District. 

Inspector, S. East District. 

Inspector, London District. 

Inspector, London District. / 

Inspector, Telegraph Section, 
E.-in-C.O. 

Inspector, Radio Section, E.-in-C.O. 

Inspector, Radio Section, E.-in-C.O. 

Inspector, Equipment Section, 
E.-in-C.O. 

Inspector, London District. 

Inspector, N. East District. 

Inspector, S. Lancs. District. 

Inspector, S. West District. 

Inspector, London District. 

Inspector, Designs Section, 
E.-in-C.O. 

Inspector, London District. 

Inspector, London District. > 


Date. 


27-3-33 

27-3-33 


!-5-33 


1-5-33 


* From Special Competition. 


Deaths. 


Name. 

Rank. 

District. 


Date. 

Jarvis, J. W. 

Chief Inspector. 

Scot. E. District. 


1 7-3-33 


Transfers. 


Name. 

From. 

To. 

Date. 

Tamplin, G. R. 

Assistant Engineer, Research Section, 
E.-in-C.O. 

Assistant Engineer, S. Wales 
District. 

3 - 4-33 

Miller, A. 

Assistant Engineer, London District. 

Assistant Engineer, Construction 
Section, E.-in-C.O. 

Assistant Engineer, N. Mid. District. 

26-4-33 

Jolley, E. H. 

Assistant Engineer, Research Section, 
E.-in-C.O. 

1 - 5-33 

Fames, G. H. ... . 

Assistant Engineer, Radio Section, 
E.-in-C.O. 

Assistant Engineer, Scot. East 
District. 

1 4 - 5-33 

Taylor, T. A. 

Assistant Engineer, Research Section, 
E.-in-C.O. 

Assistant Engineer, London District. 

14 - 6-33 
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Retirements. 


Name. 

Rank. 

District. 

Date. 

Matthews, J. R. 

Assistant Staff Engineer. 

E.-in-C.O. 

5 - 4-33 

Baxter, J. 

Assistant Superintending Engineer. 

S. West. 

31 - 3-33 

Jackson, C. A. 

Assistant Superintending Engineer. 

N. Wales. 

2 1 - 3-33 

Burbridge, W. C. 

Executive Engineer. 

London. 

31 - 3-33 

Albry, W. H. 

Executive Engineer. 

Testing Branch, Birmingham. 

13 - 4-33 

Moller, O. P. . 

Assistant Engineer. 

E.-in-C.O. 

30 - 4-33 

Lewis, E. A. ... 

Assistant Engineer. 

S.E. 

3 !- 3-33 

Spink, E. 

Assistant Engineer. 

S. Mid. 

30 - 4-33 

Bailey, G. 

Assistant Engineer. 

N.E. 

31 - 3-33 

Roberts, F. H. 

Chief Inspector. 

N. Mid. 

7 - 4-33 

Davison, C. J. 

Inspector. 

N. Eastern. 

2 1 - 3-33 

Spargo, E. 

Inspector. 

S. Lancs. 

13 - 4-33 

Whitley, W. H. 

Inspector. 

N. Eastern. 

1 - 6-33 


CLERICAL GRADES. 
Retirements. 


Name. 

Rank. 

District. 

Date. 

Dauncey, A. J. W. 

Executive Officer. 

E.-in-C.O. 

29 - 3-33 

Armstrong, C. P. 

Higher Clerical Officer. 

Northern. 

29 - 5-33 

Everett, A. E. 

Higher Clerical Officer. 

London District. 

2 - 3-33 

MacNally, G. T. 

Higher Clerical Officer. 

London District. 

29 - 5-33 


Promotions. 


Name. 

At 

present. 

To 

be. 

Date. 

Rank. 

Location. 

Rank. 

Location. 

Palmer, C. 

Clerical Officer. 

Newcastle. 

Higher Clerical 
Officer. 

Newcastle. 

30 - 5-33 

Bott, J. T. 

Clerical Officer. 

Newcastle. 

Higher Clerical 
Officer. 

Newcastle. 

23 - 7-33 

Packer, G. 

Clerical Officer. 

Swansea. 

Higher Clerical 
Officer. 

Coventry. 


Burton, S. G. 

Clerical Officer. 

Croydon. 

Higher Clerical 
Officer. 

Croydon. 

1-8-33 

Booth, C. H. ... 

Acting Executive 
Officer. 

E.-in-C.O. 

Executive Officer. 

E.-in-C.O. 

30 - 4-33 

Harrison, A. K. 

Clerical Officer. 

E.-in-C.O. 

Acting Executive 
Officer. 

E.-in-C.O. 

30 - 4-33 


BOARD OF EDITORS. 


COMMUNICATIONS. 


B. O. Anson, M.I.E.E., Chairman. 
P. J. Ridd, M.I.E.E. 

C. J. Mercer, M.I.E.E., M.I.R.E. 

A. J. Gill, B.Sc., M.I.E.E., M.I.R.E. 

H. G. S. Peck, B.Sc., M.I.E.E. 

J. T Kelly. 

J. Innes, B.Sc., M.I.E.E., Managing Editor. 
W. S. Procter, A.M.I.E.E., Assistant Editor. 


All Remittances and Communications should be addressed 
to the Managing Editor, P.O.E.E. Journal, Engineer-in- 
Chief’s Office, Alder House, London, E.C.i. Telephone : 
NATional 6321 (P.B.X). 

Binding covers and copies of the Contents for Vol. 3 to 25 
are available, and may be obtained from the local agents for 
is. 6d. and 3d. respectively. Subscribers can have their copies 
of Vol. 25 bound, with index included, at a cost of 3.V., hy 
sending the Journals to the local agents. Orders for bind¬ 
ings, Vols. 1 —19, should indicate whether the original binding 
with black lettering, or the hatter pattern in gold. K required 
Covers with gold lettering will be the only type stocked from 
Vol. 20 onwards. 

The price of the Journal is is. (i.s. 3d. post free) per copy, 
or 5 s. per annum, post free. All back numbers is. each, 
(is. 3d. post free). 










































XIX. 


JOIN 


the Institution of Post Office Electrical Engineers and 

enjoy the facilities provided by the Institution for its 
members. The Junior Section caters specially for the 
Skilled Workmen and Youths of the P.O. Engineering 
Department. 

Enquiries from prospective members should be addressed 
to :— 

The Secretary, 


I.P.O.E E., 

Alder House, 


London, E.C.i. 



the Post Office Electrical Engineers’ Journal and keep 
up to date in the many developments in the theory and 
practice of Communication Engineering. Subscription 
Terms :—4/- per annum (5/^ post free). 

Enquiries should be addressed to:— 


The Managing Editor, 
P.O.E.E. Journal, 
Alder House, 


London, E.C.i. 
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OF INTEREST 

TO ALL TELEPHONE ENGINEERS 

Articles on every conceivable subject * having to do with telephone 
engineering, design, construction and maintenance are published in the 
weekly issues of TELEPHONY. That is why this journal is read by 
progressive telephone men throughout the world. TELEPHONY has 
been the leader in its field for over thirty-two years. Subscription price 
£1 5s. for fifty-two interesting and instructive issues. 


jTddress : Electrical Trading and Electricity Technical Book Dept., 85, 
Long Acre, London, W.C. 2, for a sample copy of TELEPHONY. 

1'TELEPHONY PUBLISHING5CORP., 60S, S. Dearborn St. Chicago, I1L, U.S.A. 








































































TELEGRAPH APPARATUS 


EVERY 

DESCRIPTION 


RACK OR TABLE 


MOUNTING 


Differential Moving Coil Milli- 
ammeter for Telegraph Cir¬ 
cuits, Table Mounting Type. 
Wall and Panel Mounting 
Types can also be supplied. 


including :— 

KEYS. SOUNDERS, RELAYS, GALVANOMETERS, 
MILLIAMMETERS, RHEOSTATS, ARTIFICIAL 

LNES, TRANSMITTERS, RECEIVERS, TEST SETS, 
AND COMPLETE I LAND-LINE EQUIPMENTS. 


Telegraph Vibrating Relay 
mounted on Base with Sub¬ 
base. Embodies several im¬ 
portant improvements on the 
old types of Post Office Relays. 


Particulars on application. 


ELLIOTT BROTHERS (London) LTD., Century Works, Lewisham, S.E.13 J'K'iwi) 

in association with 

SIEMENS BROTHERS & COMPANY, LIMITED, Woolwich, London, S.E.18 ^wic°h ne ii6i 



r as supplied V 

to H.M.Post Office for 

TELEPHONE LINES 


SIUCIUM-BRONZE,COPPER 


COPPER - CADMIUM 


TAPES 6 BINDERS 


SEND US PARTICULARS 
OF YOUR JOB, AND OUR 
TECHNICAL ENGINEERS 
WILL PROVIDE YOU WITH 
THE DATA YOU NEED. 


FREDERICK SMITH & COMPANY 


INCORPORATED IN THE LONDON ELECTRIC WIRE 
COMPANY AND SMITHS. LIMITED 

ANACONDA WORKS SALFORD 3, LANCS, 

Telephone: Blackfriara 8701 (8 line*) Telegram! : "Anaconda, Mancheiter.” 

















MINUTES MEAN MONEY! 

i 

24 MILES OF DOUBLE STEEL TAPE ARMOURED 

STAR QUAD TRUNK TELEPHONE CABLE COMPLETE 
WITH THE GENERAL ELECTRIC CO’S LOADING 
COILS, HAVE BEEN MANUFACTURED AND INSTALLED 
FOR THE BRITISH POST OFFICE TO REPLACE LINES 
DAMAGED IN THE RECENT BLIZZARDS. 


MANUFACTURING TIME 2 Weeks 
INSTALLATION TIME 2 Weeks 


mW»« 1 (T f 

SOUTHAMPTON I ■ " m V 

e Rrelli-UeneraL 

CABLE WORKS, Ltd., SOUTHAMPTON. 


Proprietors : PIRELLI, LTD., and THE GENERAL ELECTRIC CO„ LTD. 



Printed by Birch & Whittington, Epsom, and Published by The Electrical Review, 4, Ludgate Hill, London, E.C.4. 


TELEGRAMS: 

“ P1GE KAY BEL, 
SOUTHAMPTON/* 
















